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PREFACE 

In this volume the author has attempted to produce a text- 
book on Geodesy adapted to a course of moderate length. The 
material has not been limited to what could be actually covered 
in the class, but much has been included for the purpose of giving 
the student a broader outlook and encouraging him to pursue the 
subject farther. Numerous references are given to the standard 
works. 

Throughout the book the aim has been to make the underlying 
principles clear, and to emphasize the theory as well as the details 
of field work. The methods of observing and computing have 
been brought up to date so as to be consistent with the present 
practice of the Coast ahd Geodetic Survey. 

The chapters on astronomy and least squares are included for 
the sake of completeness but do not pretend to be more than in- 
troductions to the standard works. The student cannot expect 
to master either of these subjects in a short course on geodesy, but 
must make a ^>ecial study of each. 

The author desires to acknowledge his indebtedness to those 
who have assisted in the preparation of this book, and especially 
to Professor J. W. Howard of the Massachusetts Institute of 
Technology for si^estions and criticism of the manuscript; to 
the Superintendent of the Coast and Geodetic Survey for valuable 
data and for the use of many photographs for illustrations; and to 
Messrs. C. L. Berger & Sons for the use of photographs of the 
pendulum apparatus and several electrotype plates. Tables XII 
to XVII are from electrotype plates from Breed and Hosmer's 
Principles and Practice of Surveying, Vol. II. 

G. L. H. 

Cakbkidge, Aprii, 1919. 
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GEODESY 



CHAPTER I 

GEODESY AND GEODETIC SURVEYING — 
TRIANGULATION 
I. Geodesy. 

Geodesy is the science which treats of investigations of the 
form and dimensions of the earth's surface by direct measure- 
ments. The two methods chiefiy employed in determining the 
earth's figure are (i) the measurement of arcs on the surface, 
combined with the determination of the astronomical positions 
of points on these arcs, and (2) direct observation of the variation 
in the force of gravity in different parts of the earth's surface. 

3. Geodetic Surreying. 

I Geodetic Surveying is that branch of the art of surveying 
which deals with such great areas that it becomes necessary to 
make systematic allowance for the effect of the earth's curvature.. 
In making an accurate survey of a whole country, for example, 
the methods of plane surveying no longer suffice, and the whole 
theory of locating points and calculating their positions must be 
modified accordingly. Such surveys require the accurate loca- 
tion of points separated by long distances, to control the accuracy 
of subsequent surveys for details, such as coast charts and topo- 
graphic maps, or for national and state boundaries. TTie general 
method employed is that of triangulation, in which the location 
of points is made to depend upon the measurement of horizontal 
angles, the distances being calculated by trigonometry instead 
of being measured directly. This method was first applied to 
the measurement of arcs on the earth's surface by Snellius of 
Holland in 161 5. 
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Although we may make this distinction when defining the 
terms it is not necessary to separate the two in practice. It is 
evident that geodetic surveys must be made before accurate 
dimensions of the earth can be computed; and, conversely, 
it is true that before geodetic surveys can be calculated exactly, 
the earth's dimensions must be known. Hence geodetic surveys 
are usually conducted with a twofold purpose: (i) for collecting 
the scientific data of geodesy, and (2) for mapping large areas, 
every survey depending upon data previously determined, but 
also adding to or improving the data aheady existing. For this 
reason the measurements are made with greater refinement than 
would be necessary for practical purposes alone. 

3. Triangulation. 

A triangulation system consists of a network of triangles the 
vertices of which are marked points on the earth's surface. It is 
essential that the length of one side of some triangle should be 
measured, and also that a sufficient number of angles should be 
measured to make possible the calculation of all the remaining 
triangle sides. In addition to the measurements that are abso- 
lutely necessary for making these calculations it is important to 
have other measurements tor the purpose of verifying the ac- 
curacy of both the calculations and the field-work. 

4. Classes of Triangulation. 

Triangulation is divided, somewhat arbitrarily, into three 
grades, called primary, secondary, and tertiary, the classification 
depending upon the purpose for which the triangulation is to be 
used and upon the degree of accuracy demanded. The primary 
system is planned and executed for the purpose of furnishing a 
few well-determined positions for controlling the accuracy of all 
dependent surveys. Since the primary is usually the only tri- 
angulation which is employed in the purely scientific problems 
of geodesy, the selection of the primary points will be governed 
in part by the requirements of any geodetic problem that it is 
proposed to investigate. The secondary triangulation is some- 
what less accurate than the primary, and the lines are generally 
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LENGTH OF LINE 3 

shorter; it is often simply a means of connecting the primary with 
the tertiary system. Sometimes the secondary is extended into 
a region which is to be surveyed but which is not covered at all 
by the primary trianguiation, and then it becomes the con- 
troUing triangulation of the region. The tertiary triangulation 
furnishes points needed for filling in details on the hydrographic 
or topt^aphic maps. It is of a low order of accmacy as com- 
pared with the primary, but is amply accurate for controlling 
the surveys for detiul. These tertiary, stations furnish the start- 
ing points for plane-table surveys, traverse Ones, etc. All three 
classes of triangulation are not necessarily present in a survey 
unless it be a very extensive one. In surveys of minor import- 
ance there may be but one class of triangulation. 

5. Length (tf Line. 

The length of line which may be used is determined largely by 
the character of the country to be surveyed. In California, 
where the mountains are high and the atmosphere is exception- 
ally clear, the network of triangulation known as the "Davidson 
quadrilaterals" (Fig. i) is composed of lines varying in length 
from 50 to over 150 miles; whereas in flat country, lines from 
15 to 25 miles lot^ are the most common. Although the 
progress of the triangulation is apparentiy more rapid when 
long lines are used, it is not necessarily economical to use very 
long sights. The time gained by having but few stations to 
occupy may be more than offset by the delays due to unfavorable 
atmospheric conditions. Furthermore, it may be necessary to 
introduce many additional stations in the detail surveys in order 
to reach all parts of the area to be mapped. The accuracy of 
triangulation is not appreciably lessened by using rather short 
lines. In plannii^ the system an attempt should be made to use 
that length of line which will result in the greatest economy, 
taking into consideration the cost of reconnoissance, signal 
building, base-line measurement, and the measurement of the 
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4 GEODESY AND GEODETIC StJRVEYING— TRIANGULATION 

6. Check Bases. 

It has already been stated that at least one line in a system 
must be measured. In order to verify the accuracy of all the 
measurements, it is customary to introduce additional base lines 
into the triai^ulation at intervals varying fiom 50 to 500 miles. 




Primaiy 'Kianinilation in Califonua pavidson Quadrikterals). 



The lengths of these bases may be found by calculation of the tri- 
angles as well as by the direct measurement; this furnishes a 
most valuable check on the accuracy of the field work. In the 
triangulation of the United States Coast and Geodetic Survey 
the frequency with which these check bases should occur is de- 
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CHECK BASES 5 

temuned by the strength of the chain of triangulation as found 
by the method given in Art. 8. The factor Ri {Eqiia. [a]) be- 
tween bases should be about 130 for primary work, although this 
may be increased to 200 if necessary. 
In the triangulation of New England there are three bases: (i) 
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Fio. 1. PrinuiTy Triangulation of New England. ' 

the Fire Island base, about 9 miles loi^, in the southern part of 
Long Island; (2) the Massachusetts base, about 10 miles long, 
near the Northeast comer of Rhode Island; and (3) the Epping 
base, about 5 miles long, in Maine. These base lines are shown 
as heavy lines in Fig. 2. The total length of the triat^ulation 
between the Epping and Fire Island bases is about 350 miles. 
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6 GEODESY AND GEODETIC SURNf^YING— TRIANGULATIOTfl 

The accuracy with which the triangulation was executed is indi- 
cated by a comparison of the measured and computed lengths. 
The length of the Epping base as calculated from the Fire Island 
base is 0.042 meter less than the measured length; the lei^th of 
Epping base calculated from the Massachusetts base is 0.136 
meter less than the measured length. 

7. Geometric Figure. 

The geometric %ure generally rea^nized as the best one for 
triangulation purposes is the quadrilateral, ccraasting of four 
stations joined by six lines, thus forming four triangles in which 
there are altogether ei^t indq>endent angles to be measured. 
This figure furnishes a greater number of checks than any of the 
simple figures and therefore gives a good determination of length. 
The polygon having an interior starion is also a strong figure. 
Figures which are more complex than these usually make the 
calculation troublesome and expensive, while simpler fibres, 
like single triangles, result in diminished accuracy. In the work 
of the United States Coast Survey the primary triangulation is 
made up chiefly of complete quadrilaterals and partly of polygons 
having an interior station. In these figures all of the stations 
are supposed to be occupied with the triangulation instrument, 
but for secondary and tertiary triangulation some stations may 
be le(t unoccupied, 

8. Strength of Figure. 

In deciding which of several possible triangulation schemes 
should be adopted it is essential to inspect the chain of triangles 
with a view to ascertaining which is the strongest geometric 
figure, that is, which one will give the calculated length of the 
final line with the least error due to the shape of the triangles. 

An estimate of the uncertainty in the computed side of a tri- 
angle is given by its probable error as found by the method of least 
squares. The square of the probable error (p) of a triangle side 
as computed through a chain of triangles is given by the equation 
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in irfiich d is the probable error of an observed direction, Nj is the 

number of directions observed, Nc ii the number of geometric 

conditions that must be satisfied in the figure, and 3^ and is ^^ 

the differences in the log ^nes corresponding to a difference of i" 

in the angles A and B, A being opposite the known side and B 

opposite the computed side. A and B are known as the distance 

angles. The 2) indicates that the quantity in brackets is to be 

computed for each triangle in the chain and the sum of these 

Nd — N 
numbers used in the formula. The factor — — depends upon 

the kind of figure chosen and the factor ^ [Sj' + Sa^s + 5b*] 
depends upon the shape of the triangles of which the figure is 
composed; hence the product of the two is a measure of the 
strength of figure and is independent of the precision with which 
the angles tlremselves are measured. The strength R of any 
figure is therefore given by the equation 

The smaller the value of this product the more favorable the 
geometric conditions, and the stronger the figure. 

If the value of this product be computed for every possible 
route through the triangulation system, there will result a mini- 
mum value {Ri) for the best chain of triangles, a second best 
value {Rii, and a third and fourth, and so on. It will be found 
that the chain of triangles having the greatest influence in fixing 
the length of the final line is that corresponding to jUi, or the best 
chain. The second-best chain will have some influence, and the 
third and fourth corre^mndingly less. Hence, in choosit^ be- 
tween two or more possible systems of triangulation which join a 
given base with some specified line, that route having the smallest 
Ri is to be preferred, unless Ri proves to be nearly the same for 
the different routes, in which case that chain having the smallest 
Rt would be chosen. 

As an example of the way in which the precedii^ method Tvotdd 
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8 GEODESY AND GEODETIC SORVEYING— TRIANGULATION 

be applied, take the case of the quadrilateral shown in Fig. 3. 
Assuming the base AB to be already fixed in direction, the point 
C is then determined by observing the new directions AC and 
BC. D is fixed by the directions AD and BD. In addition to 
these four the directions CB, CA, CD, DC, DB, Dvi are all ob- 
served. This gives 10 observed directions as the value of Nd. 




Fio. 3. 

In determining the nimiber of geometric conditions it is seen that 
there are four triangles, and that in each triangle the sum of the 
three angles must equal a fixed amount, iSo** + the spherical 
excess of that triai^le. It will be found, however, that if any 
three of these triangles are made to fulfill these conditions, the 
fourth will necessarily do so, and hence is not really independent; 
in other words, there are but three conditions dependent upon 
the closure of the triangles. In addition to these three angle 
conditions there is also a distance check; that is, the angles must 
be so related that the computed length of side CD is the same, no 
matter which pair of triangles is used in making the computation. 
The angles of the triangle may in each case add up to the correct 
amount, and yet the figure will not be a perfect quadrilateral 
unless this last condition is fulfilled. There are then, in all, four 
geometric conditions existing among the angles {N, = 4). 
Therefore the factor for the completed quadrilateral is 

^^i:=i^ = 1£J^ = o 6 
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In the triangle ADB the distance angles for ccsnputuig the 
diagonal are DAB and ADB, that is, 71° and 71°. The difierence 
for i" for 71° is 0.72 in units of the 6th decimal place. The 
quantity in brackets in the formula is therefore (0.52 + 0.52 + 
0.52) = 1.56, or 2 to the nearest unit. In Table I these numbers 
are given for all combinations of angles which will occur in prac- 
tice, so that this factor may be found at once by enterii^ the table 
with the two distance angles. For the triangle BDC the distance 
an^es for computing the side DC are 93° and 38°, the tabular 
number being' 7. For this chain of triai^les, then, Ri ■> 0.6 X 
(2 + 7) — 54, For triangle BAC the angles are 76" and 62", 
and the number equals 2. For triangle DCA the angles are 120° 
and 2^, and the number equals 11. Therefore Jii = 0.6 X 13 = 
7.8. If we compute CD throi^h the triangles ACB and DCB, 
we find Rt = 15.6. Uang triangles DBA and DCA, R4 - 30.6. 
In comparing the strength of this quadrilateral with that of any 
other figure, reliance would be placed mainly upon Ri = 5.4and 
partly upon Ra = 7.8. 



frequently used in triangulation: — single triangle, 0.75; quad- 
rilateral, 0.60} quadrilateral with one station on fixed line 
not occupied, 0.75; quadrilateral with one station not on fixed 
line not occupied, 0.71; triangle with interior station, 0.60; tri- 
ai^le with interior station, one station on fixed line not occupied, 
0.75; triangle with interior station, one station not on fixed line 
not occupied, 0.71; four-sided figure with interior station, 0.64; 
five-sided figure with interior station, 0.67; six-sided figure with 
interior station, 0.68. (For additional cases see General In- 
structions Jor the Field Work of the Coast and Geodetic Survey, 
1908; or Special Publication No. 36.) 

9. Number of Conditions in a Figure. 

In determining the number of conditions in any figure it is well 
to proceed by plotting the figure point by point, and to write 
down the conditions as they arise, but it will be of assistance to 
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have a check on the results obtained by this process. If n rep- 
resents the total number of angles measured, and s the number 
of stations, then, since it requires two angles to locate a third 
point from the base line, two more to locate a fourth point from 
any two of these three points, and so on, the number of an^es 
required is 2 (5 — 2) ; and ance each additional angle gives rise 
to a condition, the number of conditions will equal the number 
of superfluous angles, or 

JV, = « — 2 (s — 2) 
= n — 2 s + 4. 
For example, in a quadrilateral in which one station is unocci^ed 
there are six angles measured, and iVc = 6 — 8 + 4 = 2. 
The number of conditions may also be found from the equation 
Nc = 2l-h~ iS+S^ + 4, 
where / = the total number of lines, 

/i = the number of lines sighted in one direction only, 
s = the total number of stations, 
and Su = the number of unoccupied stations. 

In the preceding example this equation becomes 
iVe = 12 — 3 — 12 + I + 4 = 2. 

10. Allowable limits of Ri and Rg. 

In the primary triangulation of the United States Coast and 
Geodetic Survey, the extreme limits for Ri and Ri between base 
nets are 25 and 80, respectively. These are reduced to 15 and 20 
if this does not increase the cost over 25 per cent. For secondary 
triangulation the limits for Ri and R2 are 50 and 150; these are 
reduced to 25 and 80 if the cost is not more than 25 per cent 
greater. For tertiary triangulation the 50 and 150 limit may be 
exceeded if it appears necessary. As stated in Art. 6, when Ri 
has accumulated to 130 between bases, a new base line should 
be introduced as a check on the accuracy of the calculated lengths. 
If the character of the country is such that a base cannot be 
located at this point, Ri may be increased to 200 if necessary. 
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II. Reconnoissance. 

The work of planning the system is in many respects the most 
important part of the project and demands much experience and 
skill. Upon the proper selection of stations will depend very 
largely the accuracy of the result, as well as the cost of the work. 
No amount of care in the subsequent field-work will fully com- 
pensate for the adoption of an inferior scheme of triangulation. 
Three points in particular will have to he kept in mind in planning 
a survey: (i) the "strength" <rf the figur^ adopted; (2) the dis- 
tribution of the points with reference to the requirements of the 
subsequent detail surveys; and (3) the cost of the work. In de- 
ciding which stations to adopt it is desirable to make a prelimi- 
nary examination of all available data, such as maps and known 
elevations. If no map of the region exists, a sketch map must be 
made as the reconnoissance proceeds. While much information 
may be obtained from such maps as are available, the final de- 
cision regarding the adoption of points must rest upon an exami- 
nation made in the field. All lines should be tested to see if the 
two stations are intervisible. This may be done by means of 
field glasses and heliotrope signals. In cases where the points 
are not intervisible, owing to 'intervening hills or to the curvature 
of the earth's surface, it will be necessary to determine approxi- ' 
mately, by means of vertical angles or by the barometer, the 
elevation of the proposed stations and of as many intermediate 
points as may be required, and then to calculate the height to 
which towers will have to be built in order to render the proposed 
stations visible. If the height of the towers is such as to make 
the cost prohibitive, the line must be abandoned and another 
scheme of triangles substituted. 

13. Calculation of Height of Observing Tower. 

After determining the elevations of the stations and the inter- 
vening hills along a line, as well as the distances between them, 
the height of the tower required may be found by the following 
method: The curvature of the earth's surface causes all points 
to appear lower than they actually are. A hill appearing to be 
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exactly on the level of the obseprer's eye is m reaUty higher above 
sea-level than the observer. The light coining from the hill to 
the observer's eye does not, however, travel in a straight line, 
but is bent, or refracted, by the atmosphere into a curve which 
is concave downward and is approximately circular. The result 
is that the object' appears higher than it would if there were ns 
refraction. The amount of the apparent change in hei^t due 
to refraction is found to be only about one-seventh part of the 
apparent depression due to curvature. Since these two correc- 
tions alwaj^ have opposite signs and have a nearly fixed relation 
^ to each other, it is sufficient in prac- 

tice to calculate the correction to the 
difference in height due to both cur- 
vature and refraction, and to treat 
the combined correction as though it 
were due to curvature alone, since the 
curvature correction, being the larger, 
always determines which way the total 
correction shall be applied. 

In Fig. 4, A is the position of the 
observer," looting in a horizontal di- 
' rection toward point B. BC is the amount by which B appears 
lower than it really is, since A and C are both at the same eleva- 
tion (sea-level). 
By geometry, BCiAB' 




BC~ 



AB-.BD 

ab' 
bd' 



Since BC is small compared with BD, the percentage error is 
small if we call AB = AC and BD = the diameter of the earth, 
whence 

The light from B' (Fig. 5) follows the dotted curved path which 
is tangent to the sight line at A. The observer therefore sees B' 
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at B. In order to find the relation of BB' to BC it is convement 
to employ m, the coefficient of refraction, which is defined as the 
number by which the central angle AOB 
must be multiplied in order to obtain the 
angle BAB'; therefore 

angle of refraction = 2 X m X BAC. 
Since these angles are small, distances BB' 
and BC are nearly proportional to the angles 
themselves, hence 

BB' : BC ~ BAB' : BAC 
and BB' - 2 m X 5C. 

The net correction {B'C = A) is the difference 
between the two, that is 

h=BC - BB' 

(dist.)' (dist.)* 

diam. diam. 

(dist.)' , . 




Fio. s. 



The mean value of ffi is found to be about 0.070. Substituting 
this, and the value for the earth's diameter, and reducing h to 
feet, we have 

h (in feet) - K' (in miles) X 0.574, 
or K (in miles) = Vh (in ft.) X 1.32, 

in which K is the distance in miles. Values of k and K for 
distances up to 60 miles will be found in Table II. 

As an example of how this formula is apphed, suppose it is de- 
sired to sight from j4 to B (Fig. 6), and that a hill C obstructs 
the line. At A draw a horizontal line AD and also a curve AE 
parallel to sea-level. The distance from the tangent to the dotted 
curve at C is - 






, which for 46 miles is 1411.9 ft. Similarly, 



atB, 



K^ 



•■ 4708.0 ft. But since the ray of light from B to ^ 
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is curved, B is seen at B', or 659.2 ft. nearer to the tangent AD; 
similarly, C appears to be 197.7 '*. nearer the tangent line. 
Therefore, in deciding the question of visibility we may compute 
the combined correction and say at once that the curve at C is 




1214.3 ft, below AD, and at £ is 4048.8 ft,* below AD. Adding 
2300 ft, (the elevation of A) to each of these values of h, we obtain 
the (vertical) distances from the tangent line down to sea-level, 
namely 3514.2 ft. and 6348.8 ft, at C and B, req)ectively. Sub- 




FlG. 7. 

tracting the elevations of C and B, we obtain 2464,2 ft, and 4548.8 
ft, as the distances of points C and D below the tangent line^ZJ. 
The three points are now referred to a straight line (the" tangent), 
and the question of visibility is determined at once by similar 

* Since the table extends only to 60 miles, the value of A is first found for hall 
the distance (43 mi.), and the result multiplied by 4. 
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triangles. In F^. 7 it wUl be seen that the straight line from B' 
to A is II X 4548.8 = 3491.0 ft.' below the tangent (opposite C), 
and consequently is 26.8 ft. lower than C. Twenty-seven-foot 
towers would therefore barely make B' visible from A . In order 
to avoid the atmospheric disturbances near the ground at C the* 
towers would really have to be carried up to a height of 40 ft. or 
even more. Of course the line of sight is not actually straight 
between A and B, as shown in the diagram; but this method of 
solving the problem gives the same result as though the curva- 
ture and refraction were dealt with separately and the sight lines 
all drawn curved. 

If it were required to find the heights of towers necessary to 
make it possible to sight from A across a water surface to D, we 
should proceed as follows : Suppose the elevation of A above the 
water surface is 20 ft. and that of Z> is 10 ft. From A we may 
draw a line tangent to the water-level at T (Fig- 8). Knowing 



Fig. 8. 

the height of ^, we may find the distance AT from Table II. 
Subtracting this distance from AD, we find the distance TD. 
From this latter distance we may compute the height of the tan- 
gent line above the surface at D, and, finally, knowing the height 
of D, we find the distance of D below the tangent line. Now 
that the points are referred to a straight line, we have at once 
the height of tower required on D alone. If the two towers are 
to be of equal height, we may estimate the required height 
closely and then verify the result by a second computation, add- 
ing the assumed height of the tower to the elevation of A. 

If it is desired to keep the line of sight at least 10 ft. above the 
surface at every point in order to avoid errors due to excessive 
refraction, we may draw a parallel curve 10 ft. above the water 
surface and solve the problem as before. The difference in radii 
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of the two curves will not have an appreciable efiEect on the com- 
puted values of k and K. 

13. Method of MarUng Stations. 

The importance of pennanently marking a trigonometric sta- 
tion and connecting it with other reference marks cannot be 
easily overestimated, since by this means we may avoid the costly 
work of reproducing triangulation points which have been lost. 

When the station is on ledge, the point is best marked by 
making a fairly deep drill hole and setting a copper bolt into it. 
A triangle is chiseled around the hole as an aid in identifying the 
point. Other drill and chisel marks should be made in the 
vicinity, and their distances and directions from the center mark 
determined; these will serve as an aid in recovmng the poation 
of the center mark- in case it b lost. 

If the station is on gravel or other soft material, the starion 
mark on the surface is usually a stone or concrete post, set deep 
enough to be imaffected by frost action and having a drill hole 
or other distinguishing mark on top. There is usually also a sub- 
surface mark, such as a second stone post, a bottle or a circular 
piece of earthenware, placed some distance below the surface 
mark, to preserve the location in case the latter is lost. The 
Coast and Geodetic Survey and the United States Geological 
Survey use cast metal discs provided with a shaft ready to place 
in concrete, and bearing an inscription giving the name of the 
organization and other information. (See Figs. 9a and 9b.) 

The following description and sketch are given to illustrate a 
description of a triangulation station. 

TriingnUtJoii Stition "Be*coD Rock." 

The statical is in the town pf , , on a hill on the 

pn^rty of John Smith dtuated on the north ^de of the road from Boume to 
Canterbuiy. It is reached by a trail which leaves the road at a point about 
250 meters west of Smith's hoiaae. It is about 12s meters by trail to the 
station. Hie point is marked by a one-inch copper bolt set in a drill hole in 
the ledge and nith a triangle chiseled around it, and by witness marks as shown 
in the accompanying sketch. The hill is somewhat wooded to the north and 
west, but there b a dear view in all other directions. 
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DISTANCES AND AZIMUTHS FROM CENTER 

Sutlon. Aiimuth. Diit. to drill hok. 

Holder Ji° So' Ti-Ji". 

Bear Hill lai" i6' 41.0 m. 

Witness Mark iSs" 30' "1.47 m. 

Dayton jSQ" ^°' i°' ■ " ^■ 

Witness Mark 383° 05' 78.34111. 

Sheep Id 3^5° 40' 




Sketch of Triangulation Station. 



14. Signals, Tripods. 

In order that the exact position of the station may be visible 
to the observer when measuring the angles, a signal of some sort 
is erected over the station. For comparatively short lines, less 
than about 15 miles, the tripod signal is often sufficient. (See 
Fig. II.) It is not expensive to build, saves the cost of a man to 
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attend signal lights (as is necessary with heliotropes or acetylene 
lights), and permits setting the instrument over the station with- 
out removing the signal. It usually consists of a mast of 4" x 4" 
spruce, with legs of about the same size. Three horizontal braces 
of smaller dimensions (3" X $") tie the mast to the legs, and 
three longer horizontal braces are nailed to the legs. If the 



Fia. II. Tripod Signal. 

signal is very large, additional sets of braces may be put on, to 
give greater stiffness. The size of the mast may be increased by 
nailing on one-inch boards, giving a mast 6" x 6". 

15. Heliotropes. 

When sighting over longer lines it is necessary to use heliotrope 
signals if observing by day, and acetylene Ughts if observing by 
night. The heliotrope is simply a plane mirror with some device 
for pointing it so that reflected stmlight will reach the distant 
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statimi. The two more common heliotiopes are (i) the one in 
which the Ught is directed through two circular rings of slightly 
different diameters (Fig. 12), and (2) that known as the Steinhdl 
hehotiope (F^. 13). 

The ring heliotrope consists essentially of two circular metal 
rings, of slightly different diameters, mounted on a frame, and a 
mirror mounted in line with the two rings in such a manner that 
it can be moved about two axes at right angles to each other. 
For convenience in observing distant stations these two rii^ and 
the mirror are often mounted on the barrel of a telescope. The 




Heliotrope. 



rings should be' so mounted that the line between the centers of 
the rings may be adjusted parallel to the line of sight of the tele- 
scope. In using the heliotrope the axis of the rings is pointed by 
means of threads which mark the center of the openings, or by 
means of the telescope itself after the axis of rings and the line of 
aght of the telescope have been made parallel. Since the sun's 
apparent diameter is about 0° 32', the angle of the cone of rays 
reflected from the mirror is also 0° 32'. It is not necessary, 
therefore, to point the beam of light with great precision. If the 
central ray is nearly a quarter of a degree to one side of the 
station, there will still be some light visible to the observer at the 
distant station. On accoimt of the rapidity of the sun's motion 
it is necessary to reset the hehotrope mirror at intervals of about 
one minute. 
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Fio. 13a. Stemheil Heliotrope. 
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The Steinheil heliotrope consists of a mirror with both faces 
ground plane and parallel and so mounted that it can be moved 
about two axes at right angles to each other. One of these axes 
is coincident with that of a cylindrical tube which contains a small 
biconvex lens and a white surface (usually plaster of Paris) for 
reflecting light. This tube may be moved about two other axes 
at right angles to each other. A small circular portion of the 
glass in the center of the mirror is left unsilvered, so that light 
may pass through the glass plate down into the tube. 

In pointii^ the Steinheil heliotrope the cylindrical tube con- 
taining the lens must be pointed toward the sun, so that the li^t 
which passes through, the hole in the mirror will pass through the 
lens, and, after reflation from the plaster surface, will again pass 
through the lens to the back surface of the mirror, there to be 
partly reflected and partly transmitted through the glass. 
Keeping the tube in this position, the mirror itself must be so 
turned that the spot of light made visible by this last reflection 
wiU ^pear to cover the hiU or station to which the light is to be 
Sent 

One form of heliotrt^, in use by the Coast Survey, caUed a 
box hehotrope, consists of a pair of rings with a mirror mounted 
behind them, and with sights above the rings for pointing. A 
telescope is moimted to one side of and paraUel to the hehotrope. 
The various parts remain in position in the box when in use. 
(Fig. 14.) 

The size of mirror used in any heliotrope must be regulated 
according to the length of line and the atmospheric conditions. 
Most heliotropes are provided with some arrangement for varying 
the aze of the opening through which the Ught passes. If the 
exposed portion of the mirror subtends an angle of about ©."a 
the amount of Ught will be sufficient for average conditions. 
This is equivalent to maJdi^ the diameter of the opening about 
one-half inch for each ten miles. Different atmospheric condi- 
tions wiU require different openii^. 

AU heliotropes are provided with a second mirror, usuaUy 
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larger than the first, called the back mirror; this is to be used 
whenever the angle between the sun and the station is too great 
to [>ennit sending the ray by a sing e reflection. The back 
mirror is set so as to throw light onto the first mirror and the 
heUotrope is then adjusted to the reflection of the sun as it 
appears in the back mirror. 



i6. Acetylene Lights. 

In the triangulation along the ninety-eighth meridian, in 1902, 
the Coast and Geodetic Survey experimented with acetylene 
lights for triangulation at night. These experiments were suc- 
cessful, and, owing to the fact that the work could usually pro- 
ceed regardless of clouds, the use of lights resulted in greater 
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economy than observations by daylight. The lamps used at 
first were ordinary acetylene bicycle lamps remodeled in the 
instrument division of the Survey. The front door of the lamp 
was removed and the ordinary lens replaced by a pair of condens- 
ing lenses s inches in diameter. When in use the lamp is secured 
to the platfonn by means of a screw, and may be moved both in 



altitude and in azimuth. A small tube is fastened to the top of 
the lamp for pointing it toward the observer's station. The 
entire outfit, including a 5-lb. can of carbide, weighs but ai^ lbs. 
(See Coast and Geodetic Survey Report for 1903, p. 824.) The 
recent practice of the Survey is to use automobile tamps in place 
of the bicycle lamps. (Fig. 15.) 
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17. Towers. 

Where a line is obstructed by hills or woods, or where the 
curvature of the earth is sufficient to make the station invisible, 
it becomes necessary to construct towers. If there is much 
heavy timber about the station, placing the instrument station 



on the ground may necessitate so much cutting that it will b6 
more economical to construct a tower than to cut the timber. 

The form of tower now used by the United States Coast Survey 
is very light and slender as compared with the older ones. This 
kind of tower (Fig. 16) admits of more rapid construction and 
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can be built at a lower cost; it is sufficiently rigjd to withstand 
all ordinary storms. The manner of framing the tower is shown 
in the cut (Fig. 17). When the ties are nailed on, the legs are 
sprung slightly into the form of a bow, thus givins additional 
stiffness to the structure. 

One side of the inner tripod, which is to support the instrument, 
is fiist framed on the ground. This side and the third leg of the 
tripod are raised into position by a fall and tackle and a derrick, 
which may be a tree or a secdon of one of the legs of the outer 
scaffold. The derrick should be at least two-thirds the height 
of the piece to be raised. After the tripod is raised and all braces 
nailed on, it is itself used as a derrick for hoisting the two opposite 
frames of the outer scaffold into position. The ties and braces 
of the other two sides are then nailed in place. It should be 
observed that the inner and outer structures are entirely separate, 
so that the movement of the observer on the platform of the 
scaffold will not disturb the instrument. The legs of ^e tripod 
and the scaffold are anchored by nailing them to foot pieces set 
underground. The outer tower is guyed with wire as a protec- 
tion against collapse in high winds. 

This kind of signal saves lumber, transportation, and cost of 
construction; it has a small area exposed to the action of the 
wind; the short ties have the effect of reducing the vibration due 
to wind, which is troublesome in large towers; the light keeper 
is placed above the observer (10 ft. or so) and can operate his 
lights without interfering with the observations. Another ad- 
vantage of these towers is that the amount of twisting due to the 
sun's heating is found to be exceedingly small. (For further 
details consult Coast Survey Report for 1903, p. 829.) 

The United States Lake Survey now uses a tower constructed 
entirely of gas pipe, which has proved to be more economical 
than timber. It is put together in sections and hoisted as it is 
built The upper part of the structure is built first and is then 
hoisted from the ground by means of tackles ; the next section is 
then added on, all the work being done from the ground. This 
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Fig. 17. Framing plan of 60-ft. Tower. 
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kind of tower is easy to construct, and the material is portable; 
the area exposed to wind is very small. 

Figs. i8 and 19 illustrate small towers built of green poles cut 
near the station. These towers were erected to enable the 
observer to see over the dense growth 
of timber. In the tower shown in 
Fig. 19 standing trees, stripped of 
their branches, were utilized for two 
of the legs of the outer scaffold. 
18. Reconnoissance for Base Line. 
With the Invar tape apparatus, to 
be described in Chapter II, base lines 
may now be measured over much 
rougher groimd than was formerly 
possible, when bar apparatus was 
used; still it is advantageous to have 
the base line located in as smooth 
and level country as possible, provided 
this does not require weak triangula- 
tion to connect the base with the main 
scheme of triangles. The network of 
triangles required in making this con- 
nection should be selected with the same care and according to 
the same principles as was described for primary triangulation. 
In some cases it is found practicable to use the side of a primary 
triangle for the base line. For example, in the triangulation 
extending from Texas to California the Stanton base, which is 
one of the primary lines (8 miles in length) , was measured directly 
with the tape apparatus. 
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Fig. 19. Forty-foot Tower built on trees in place 



,t,.,.d.i. Google 



30 GEODESY AND GEODETIC SURVEYING— TRIANGULATION 

PROBLEMS 

Problem i. What is the strength of the quadrilateral having ell the angles equal 
to 4S° ? ■ In case one station on the base is not occupied with the instrument, what 
b the strength ? If one station not on the base is unoccupied, what is the strength ? 

ProUem 2. Compare the strength of the three figures given in Fie. t9a. 




Frobian 3. Three hills A, B, and C are in a straight line. The distance fnm A 
to S is 10 miles and the distance from B to C is 15 miles. The elevations are A — 
600 ft, B — 530 ft., and C — 650 ft. respectively. Compute tie hdght of a tower 
to be built on C the top of which will just be vi^le from A. 

Problem 4. Four hills A,B,C, and Z> are in a straight line. The elevations are 
A = 810 ft, B = 77S ft., C = 1030 ft, D = 1300 ft. respectively. The distances 
of S, C, and D from .4 are S miles, 23 miles, and 38 miles. Find the hdght of 
towers on A and D to sight over B and C with a lo-ft. clearance. The two towers 
are to be of the same height. 

Problem 5. What angle is subtended by a siz-inch mast at a distance of twelve 
miles? X' 

Problem 6. If a fourteen-inch mirror is used on a heliotrope at a distance of 150 
miles, what is the apparent angular diameter of the light? o,~i 
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BASE UNES 

19. Bar Apparatus for Measuring Bases. 

In nearly all the earlier base-line measurements (up to about 
1885) the apparatus employed consisted of some arrangement of 
"metal bars. Such apparatus was capable of yielding accurate 
results, but was cumbersome to use; consequently the base-line 
work was a comparatively expensive part of the survey. An 
account of the development of base-measuring apparatus will 
be found in Clarke's Geodesy and in Jordan's Vermessungskunde, 
Vol. ni; descriptions of numerous forms used in this country will 
be found in the reports of the superintendent of the Coast and 
Geodetic Siirvey. 

30. Steel Tapes. 

Experiments with the use of steel tapes for base-line measure- 
ments were made by Jaderin at Stockholm in 1885, by the 
Missouri River Commission in 1S86, and by Woodward on the 
Coast and Geodetic Survey base at Holton, Indiana, in 1891. 
The use of steel tapes for this purpose was attended with such 
success that for twenty years they were very generally used, and 
by 1900 they had almost wholly superseded the bar apparatus 
in this country. 

The greatest practical difficulty encountered in the use of steel 
tapes for precise measurement is that of determiiung the true 
temperature of the steel when making the measurements in sun- 
light. The air temperature, as indicated by ordinary mercurial 
thermometers, is seldom the correct temperature for the tape, 
except during rainy weather or at night. For this reason it was 
found necessary to make all measurements of base-lines at n^ht 
in order to secure the required accuracy. 
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SI. Invar Tapes. 

In 1906 the Coast Survey made a series of tests on six primary 
base-lines, using the ordinary steel tapes and also several new 50- 
meter tapes made of an alloy of nickel and steel called invar. 
This alloy was discovered by C. E. Guillaume, of the Intema- 



FiG. JO. InvaT Tape on Red, 

tional Bureau of Weights and Measures, Paris. The tapes were 
made by J. H. Agar-Baugh, of London. The alloy mentioned 
has a very low coefficient of expansion, roughly one-twenty-fifth 
that of steel,* and consequently has a great advantage over steel 

* TTie coefficient of steel is about o.ooooii, that of invar is about 0.0000004, ^"1 
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for base-line measurement. The metal is more easily bent than 
steel, but mth proper caie in handling the tapes, and with the 
use of fairly large reels, there is little difficulty in making the 
measurements and in securing the required accuracy. The re- 
sults of these tests on the invar tapes may be summed up as 
follows: 

Measurements with invar tapes may be made during daylight 
with all the accuracy demanded in base-line work, whereas 
measurements with steel tapes must be made at night in order to 
secure the required accuracy. 

In working by daylight the errors of observation are smaller 
and the party can make greater speed than when working at 
night. 

On account of the small temperature coefficient of the invar 
tape any error due to the failure of the thermometers to indicate 
the true temperature of the tape has much less effect on the com- 
puted length when the measurements are made with invar than 
when they are made with steel. 

Since it is not necessary to standardize the invar tape in the 
fidd, as was always done with the steel tape, the cost of measure- 
ments made with the invar is materially less than that of measure- 
ments made with steel. 

The superiority of these tapes has been demonstrated by re- 
peated trials, and they are now used almost exclusively by the 
Coast Survey in makii^ base measurements. 

22. Accuracy Required. 

It is found that there is little, if any, advantage in measuring 
a base-Uoe with a precision greater than one part in 500,000, 
^ce to do this would give the base-line a greater precision than 
could be maintained in the angle measurements. There is little 
difficulty, however, in obtaining a higher precision; the bases 
measured by the Coast Survey in 1906 and 1909 show a precision 
of one part in 2,000,000 or better. It is customary to divide 
bases into sections of about a kilometer in length, and to measure 
each section twice. If the two results show a discrepancy greater 
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than 3o"" v^ {K bang the number of kilometers in the section), 
the measurements are repeated until they do agree within this 
limit; if the first two results agree within this limit, no additional 
measurements are taken. This procedure is consistent with the 
requirement that the base be measured with a precision of at 
least I in 500,000, but that no attempt be made to increase the 
predsTon much beyond this limit. 

23. Description of Apparatus. 

The invar tapes are usually about 53 meters long, with two 
graduations 50 meters apart. In some tapes a length of one 
decimeter at each end of the 50-meter length is subdivided into 
millimeters for convenience in reading. Intermediate points on 
the tape, such as the 35 meter point, are marked by single lines. 
The tape is about J inch x -^ inch in cross section and weighs 
about 25 grams per meter. This metal is softer than steel and 
has to be wound on a reel of at least 16 inches diameter in order 
to avoid pennanent bends in the tape and consequent changes in 
length. (Fig. 20.) In use it is supported at the ends and 
usually at one intermediate point. The tension is applied by 
means of a spring balance reading to 25 grams, the tension 
ordinarily used being 15 kilograms. An apparatus used for 
applying the tension and similar to that used by the Coast Survey 
is shown in Fig. 21. The point of the iron bar holding the spring 
balance is pushed into the ground, and the upper end is moved 
right or left to align the tape. The adjustable clamp makes it 
possible to raise or lower the balance so as to bring the end of the 
tape to the right grade. The spring balance employed is a com- 
mercial article and is constructed to read correctly when held in a 
vertical position and with the weight hui^ on the hook. When 
the balance is used in a horizontal position, the true tension is 
greater than the indicated tension. The correction to be applied 
to the scale readings is found by suspending known weights on a 
cord passing over a pulley and secured to the hook of the balance 
when held in a horizontal position. The thermometers used with 
this apparatus are graduated to half degrees and are provided 
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Fig. II. TeoaioQ Apparatus 
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with spring damps so that they may be readily fastened to the 
tape for making readings, or removed from it when it is beii^ 
carried forward. 

34. Marking the Tenninal Points. 

The ends of the base line to be measured are marked in the 
same manner as triangulation points, that is, by bolts set in drill 
holes in stone monuments or by special castings set in concrete ; 
the points are tied in by several measurements to prevent the 
position being lost. There is usually also a sub-surface mark 
(see Art. 13). Intermediate points on the line are often marked 
by stone or Qoncrete posts. 

35. Preparation for the Measurement. 

The first step in measuring the base is to nm the line out 
roughly with transit and tape and clear the ground from obstruc- 
tions; at the same time the measuring stakes are set in position. 
These may be 4" X 4" stakes set exactly one tape-length apart 
and high enough so that the tape is everywhere clear of the 
ground. On top of each stake is placed a strip of copper or zinc 
upon which is scratched the reference marks used in making the 
measurements. Next, the slope of each tape-length is deter- 
mined by taking level readings on the tops of all the stakes. The 
intermediate stakes (one or three in number) are set in line, and 
nails for supporting the tape are placed at the proper grade. 

36. Measuring the Base. , 
The acttul measiu:ement is begun by stretching the tape over 

the first pair of stakes; the zero end of the tape is placed over the 
end mark of the base, either by means of a transit set at one side 
of the line or by a q>ecial device called a cuP-off cylinder. The 
tape is aligned by means of field glasses or by a transit set on line 
and the tension is then applied. When the zero graduation of the 
tape is exactly over the end mark and the tension is correct, the 
position of the forward (50 mefer) end is marked on the metal 
strip, and the temperature is read on all the thermometers. The 
tape is then carried forward and the process repeated until the 
measurement of the section is completed. If there is a short 
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measurement at the end of. the line, this may be taken with a^ 
ordinary metric steel tape graduated its wluile length. When- 
ever it is necessary to set forward or backward on one of the 
metal strips in order to bring the reference mark on the milli- 
meter scale, this fact is recorded; it is also indicated on the metal 
strips, which are all preserved as a part of the permanent record. 
Measurements of bases made in this manner can be made at the 
rate of about 2 kilometers per hour. If the wind is blowing, it 
may be found necessary to use three intermediate supports in 
order to maintain the required standard of accuracy. If the 
first two measurements of any one section of the base show a 
discrepancy not exceeding 30"" X Vk, the mean is considered 
as sufficiently accurate and no further measurements of this 
section are made. 

27. Correctioiu to Base-Line Measurements. — Correction 
for C^ade. 

Where the slope [s determined by direct leveling, the most 
convenient formula for computing the horizontal distance is one 




involving the difference in elevation of the ends of the tape. 
In Fig. 22, let h be the difference in elevation of the end points 
A and B, and let i be the length and d the required horizontal 
distance. Then 



Corr. tor grade - C, = / - d = / - V/» - *» = / - ^y i - 
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If the slope has been found in tenns of the vertical angle a, the 
correction may be computed by the expression 

C, = 2l sin* J a — i vers a. [2] 

In good base-line work the errors in length due to errors in deter- 
mining the grade should never exceed one part in one million. 

28. Corrections for AUgnment. 

The errors in- aligning a straight base-line can easily be kept so 
small as to be neghgible. If any point is found, however, to be 
out of Une by an amount sufficient to affect the length, the cor- 
rection may be computed by Formula [i]. 

2$. Broken Base. 

Sometimes it is desirable or necessary to break a base into two 
parts which make a small (deflection) angle with each other. If 
the two sections are measured with the usual precision, and if the 
ao^e also is accurately measured, the length may be computed 



Fig, as. 

as follows: let a and b, Fig, 23, be the measured lengths, and B the 
angle between them, and let c be the desired base, then from the 
triangle we have 

c* = o» + ft! + 2 aft cos tf. 



= {a + by 



, there results 
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Placing the factor (a + 6)' outside the brackets and extiactiim 
the square root, 



2 (a + 6) 



+ ■ 



or c - g + ft - (sin i')', 

2\a + b) 

where 9 is in minutes of arc. Substituting the value of m i', 

c = a + h — 0.000,000,042,308 r- [3I 

+ 

(log. 0.000,000,042,308 = 2.62642 — 10). 

30. Coirectioii tor Temperature. 

The temperature correction may be computed if we know the 
coefficient of expansion, the actual temperature of the tape and 
the standard temperature, and the measured length of line. If 
it is the coefficient, I the observed temperature, k the standard 
temperature, and L the measured length-, then 

Temperature correction = -^kL (/ — fo). [4] 

The temperature correction is often expressed as a term in the 
tape equation, as shown in the following article. 

31. Correctioa for Absolute Length. 

The length of the tape is usually expressed in the form of an 
equation, such as 

Tm = 50" + (12.382"- ± 0.016"") 

+ (0.0178"" ± 0.0007"-) {i - 2S°-8 C.), [5] 

meaning that tape niunber 516 is 12.382-" more than 50" long 
at a temperature of 25°.8 C, and that o.oie"- is the uncertainty 
of this determination. The quantity 0.0178 is the temperature 
change for 1° for a 50™ length, and 0.0007 i^ the uncertainty in 
this number. (The temperature coefficient for this tape is 
0.000,000,356.) 
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According to the present practice, tapes are standardized at 
Washington * under exactly the same conditions, in regard to 
tension, temperature determination, and manner of support, as 
those which are to govern the field measurements. By this 
means all uncertainty in the absolute lei^th and in the tenaon 
correction is kept within narrow limits. 
33. Reduction of Base to Sea-Level. 

In order that all triangulation lines may be referred to the 

same surface it is customary to employ the length of the line at 

sea-level between the verticals through the stations. 

In Fig. 24, let B represent the measured base at elevation h 

abovesea-Ievel (supposed spherical), 

and b the length of base reduced to 

sea-level, Jf^ being the radius of 

curvature of the surface (see Art. 

97 and Table XI). Then, ance 

the arcs are proportional to their 

radii, 

1 ^ 
B~ R^ + h 

and 




Fio. 34. 


-(- 


h 
' R. 


^h 


Therefore the reduction to 


sea-level is 






h-B=- 


B*a-H *" 


_.. 





If there is a great (Merence in elevation in different parts of the 
base, the line should be divided into sections and the mean value 
of h found for each section. Then B in the formula is taken as 

* United States Bureau of Standards, Washington, D. C, 
t See footnote on page 51. 



,.,.d.i. Cookie 



CORRECTION FOR SAG 



41 



the length of the section in question. The logarithm of the mean 
radius of curvature in latitude 45°, which may be used for short 
sectioDSj is 6.80470. 

o reduce e&ch triongulfttitm line squrately to sea- 



33. Correction for Si^. 

Between any two consecutive points of support the tape hangs 
in a curve known as the caiatary, its form depending upon the 
weight of the tape, the tension applied, and the distance between 
the points of support. 

In Fig. 25 let I be the horizontal distance between the supports, 
the two being supposed at the same level; let n be the number of 



f=J 



Fig. 25. 

such spans in the tape-length, t the tension, and w the weight 
ctf a piece of tape of unit length. Also let v equal the (vertical) 
sag of the middle point of the tape below the points of support. 
Since the curve is really quite flat imder the tension actually 
employed in field-work, the length of the catenary will be sen- 
sibly equal to that of a parabola whose axis is vertical and which 
passes through the points A, B, and C. The equation of this 

. P 
parabola is a? = — • y, and the length of curve, found by the 
4" 

usual method of the calculus, is 2 j = / H ~ -|- ■ • - . The 

3^ 
difference 2 s — I between the length of curve AB and the chord 
AB is approximately 

2S-l = ^X^- [a] 
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H we consider the forces acting on the tape at the point C, and 
take moments about the point of support ^, we have 



Substituting in [a] the value of v found in [b\, we find that the 
shortening of this section of tape due to sag fe 

For » sections, we have nl = L, whence 

Correction for sa^ = C, = — [ — 1 • [7] 

34. Temioa. 

The modulus of elasticity of the tape due to the tension applied 
equals the stress divided by the strain. If u — the eloi^ation 
and L the length, and if t equak the tension and S the area of the 
cross section, then the modulus of elasticity £ is given by 

U 
" -So' 

The elongation is 

.-C-g. . [81 

where C, is the correction for the increase in length due to tension. 
Evidently the difference in length due to a change from tension 

<o to tension / is a = — (( — /o). 

The value of E must be found by trial, applying known ten- 
sions and observing a directly. 
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To allow for slight variations in tension, such as those due to 
the failure of the spring balance to give the desired reading the 
instant the scale of the tai)e is read, the correction may be derived 
as follows : 

Since the effective length of the tape depends both upon the 
elongation due to tension and upon the ^ortening due to sag, 
and since these both involve /, the variation may be found by 
differentiating the expression 

Li = L+C,-C, 

regarding I as the independent variable. The differentiation 
gives 

■ --^- + A-(T)-f '" 

This is the correction due to small variations in /. This quantity 
may be found satisfactorily by actual tests, varying I by known 
amounts and observing the chaise in length directly. 

It was once the practice to compare the tape with the standard 
when it was supported its entire length, and to calculate the sag 
and tension corrections to obtain the effective length when sup- 
ported at a few points. The present practice of comparing the 
tape under the same conditions that are to exist in the field- 
work eliminates all uncertainty in these computed corrections. 

PROBLEMS 

PriAUm I. Derive the equation of the parabola stated ia Art. 33. Coiiq>ute 
the length of the parabola between the points of support A and B. 

Prabiem z. The dlfierence In elevation of the ends of a 50-meteT tape b y.ai ft., 
obtained by leveling. What is the horizontal distance? 

Problem 3, A base line is broken into two sections Trhich meet at an angle of 
1" 5g' 3i".6. The lengths of the two segments are 1S54.375 meters and 3940.740 
meters. What is the distance between the termmal points? 

Problem 4. The length of a base line is i74S6"*.5Soo measured at an altitude of 
34.16 meters. The latitude of the middle point of the base is 38° 36'. TTie azi- 
muth of the base ia 16° 34'. What is the corresponding length of the base at sea- 
level? 
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CHAPTER m 

FIELD-WORK OF TRIANGULATION— MEASUREMENT 
OF HORIZONTAL ANGLES 

35. Instruments Used in Measuiing Hraizontal An^es. 
Instruments intended for triangulation work are of two kinds: 

the directum instrument, first designed in England by Ramsden 
in 1787, and the repeating instrument, first used in France 
about 1790. The former is the one chiefly used at the present 
time for primary triangulation; the repeating instrument, on 
account of its comparative lightness and simplicity, is much 
used on triangulation of lesser importance. 

Triangulation instruments are larger than ordinary surveying 
transits, the diameter of the circles varying in different instru- 
ments from 8 to 30 inches. It is found, however, that small 
circles can be graduated so accurately that little or nothing is 
gained by using circles more than from 10 to 1 2 inches in diameter. 
Furthermore, the smaller circles are less affected by flexure than 
the larger circles. All triangulation instruments except the very 
smallest are built with three leveling screws and are used on 
solid supports, like stone piers, or on the tripods of observing 
towers. Small instruments intended for work of a lower grade 
of accuracy may be used on their own tripods. 

36. The Repeating Instrument. 

The repeating instrument has an upper and a lower plate 
arranged exactly as in the surveyor's transit, and the graduated 
circle is read by two or more verniers graduated to 10" or to 5". 
Verniers reading finer than 5" are not practicable, and depend- 
ence must be placed upon the repetition principle for securing 
greater precision. Fig. 26 shows a rq)eating instrument having 
an 8-inch circle which is read by two verniers to 10 seconds. The 
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telescope of this instrument has an aperture of li inches and a 
magnifyii^ power of 30. Since an instrument of this kind is 
likely to be used in ^ghting on pole signals, the cross-hairs are 
usually arranged in the form of an X, the pole bisecting the 
angle between the hairs when the pointing is made. Single 
vertical hairs would not be practicable except on short lines and 
wide signals, as the width of the ordinary hair is so great that it 
completely obscures the pole on long distances. 

37. The Direction Instrument. 

The direction instrument has but one horizontal circle, read 
by two or more inicroscopes instead of verniers. The circle can 
be turned about the axis and clamped in any desired position. 
The motion of the telescope and the microscopes is entirely in- 
dependent of the motion of the drcle; the latter can be shifted 
while the upper part of the instrument (called the alidade) re- 
mains clamped. It is evident that a repeater could be used as a 
direction instrument, but that a direction instrument could not 
be used for measuring aisles by the repetition method. Fig. 27 
shows a 12-inch theodolite with microscopes reading to seconds. 

The circle of the direction instrument is usually graduated into 
S' spaces. The direction of the line of sight of the telescope is 
read by first noting the degrees and 5' spaces in a small index 
microscope, and then accurately measuring the fractional parts 
of the 5' spaces by means of the three equidistant micrometer 
microscopes. The micrometers can usually be read to seconds 
directly, and to tenths of a second by estimation. The mean 
of the three micrometer readings is taken as the true reading, 
and this is added to the readii^ of the index microscope to 
obtain the direction. 

The telescope of the 12-inch theodolite used by the Coast Sur- 
vey has an aperture of 2,4 inches, a focal length of 29 inches, and 
magnifying powers of 30, 45, and 60. The circle is graduated 
to s' and reads to seconds by means of three microscopes. 
A camel's-hair brush (inside the cover plate) sweeps over the 
graduations. The base is made very heavy, and the bearing 
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surfaces of Uie centers are glass hard. The centers on this instru- 
ment are very loi^. The upper parts of the instrument are 
made chiefly of aluminum, in order to dim inish the weight 
bearing upon the centers. This design produces an instnraient 
of exceptional stability. 

Direction instruments are used chiefly on long lines and in 
. connection with heliotropes or lights. For this reason the cross- 
hairs usually consist of two vertical hairs, set so as to subtend 
an ai^le of from lo" to 20", and two horizontal hairs, set much 
farther apart and used merely to limit the portion of the vertical 
hairs to be used in pointing. 

38. The Micrometer Microscope. 

The construction of the micrometer microscope is shown in 
Fig. 28. The head of the screw is graduated into 60 divisions 




corresponding to seconds of angle. As the screw head is turned 
the two parallel hairs in the field of the microscope are moved in 
a direction parallel (tangent) to the edge of the graduated circle. 
The distance between these hairs is just suf&dent to leave a 
small white space on each side of a hne of graduation when it is 
centered between the two hairs. The pitch of the screw and the 
focal length of the objective of the microscope are so related that 
five whole turns of the screw will carry the hairs from one gradua- 
tion to the next. The number of whole turns of the screw may 
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be counted on a notched scale visible in the field of view of the 
microscope. The fraction of a space to be measured is that lying 
between the zero point of the notched (comb) scale and the 
graduated line last passed over by the zero point. Strictly 
speaking, the zero point is that position of the hairs in the zero 
notch at which the scale on the screw head will read exactly zero. 
The position of the hairs for a zero reading of the screw may be 
adjusted by holding fast the graduated ring on the screw head 
and turning the milled edge screw head which moves the hairs. 
The microscope inverts the image of the graduated circle so that 
graduations increasing in the direction of azimuths will appear 
to increase from left to right in the field of view of the micioscx^. 
The readings on the screw head increase as the screw is turned 
left-handed, and the hair lines move in the direction of decreasing 
graduations over the circle. 

To measure the space between the zero of the microscope and 
the last line passed over, it is only nece^ary to turn the screw 
until the graduation in question bisects the space between the 
hairs, and then to read the comb scale and the scale on the screw 
head. This reading is to be added to the number of the gradu- 
ated line, to obtain the direction as shown by this microscope. 
For example, if the screw is turned two revolutions (two notches) 
and ten divisions in order to center the 47° 05' mark between 
the hairs, the reading of this microscope is 47° 05' -|- 2' 10" = 
47" 07' 10". A complete set of readings of one directio.n would 
consist of readings of each of the three microscopes on both the 
preceding and the following graduations, six readings in all. 

39. Run of the Micrometer. 

If the microscope is periectly adjusted with respect to the 
graduated circle, and if the latter is perfectly plane, then five 
whole revolutions of the screw should carry the hairs from one 
line to the next, and the reading of the screw should be the same 
on all lines. Since this condition is rarely fulfilled, there is ordi- 
narily a small difference in the forward and backward readings, 
called the error oj run of the micrometer. 
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The forward reading P is the reading taken when the threads 
are moved from the zero position (Fig. 29) to the preceding mark 
(25' in Fig. 29a). The back reading B is the one taken on the 
followii^ (30') mark, Fig. 29b. The graduations on the screw- 
head decrease as the threads move from 25' to 30'. If the 




Fig. iqe.. Forward Reading. 



Fig. 19b. Back Reading. 



micrometer screw is turned so that the threads move from its 
zero to the 25' mark, then the reading F is to be added directly 
to the circle reading. In the figure the reading is aoi" 25' + 
i' 26,2" = 201" 26' 26.2". Without assuming anything in regard 
to the actual value of one tium of the screw, the value may b« 
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cTOnputed by dividing the angular space between graduations by 
the number of turns or divisions recorded in passing from one 
graduation to the next. II R = the value of one revolution, then 



R = - 



■•^oo 



300+F-B 300 + r 

where r is the run of the micrometer in seconds (divisions) as 
indicated by the differences of the forward and backward read- 
ings, positive if F is greater than B. If the screw turns more 
than five times in passing from the 25' line to the 30' line, the 
reading B, on the 30' line, will be smaller than F, since the screw 
readings are decreasing. This makes F — B = r positive. 
Hence the denominator of the above fraction is greater than 300, 
and the value of one turn is less than unity, as it should be ac- 
cording to the assumption. 

If ^ is the forward reading in any given case, it must be con- 
verted into arc by multiplyii^ it by the value of one turn, since 
F is simply a certain number of turns and divisions, not the true 
niunber of minutes and seconds, 

TherefOTe True reading = F f-^ — — 1. 

V300 + r/ 

Since r is small (say 2" or 3"), it is permissible to write 




and the true reading = 

(«) 

This formula corrects the forward readii^ only, and assumes 

• By actual division — 7- — — i~x-\-:^ — ^^-{■•■•. Ifiis small enoi^h 
so Uuit «• and the following term may be n^lected, then - / — = 1 — x. 
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that the bisection and reading are perfectly made. If tlK back 
reading is corrected in a similar manner, the result is 

True reading = 300" — (300" — 5) ( i — ~). 
\ 300/ 

The first 300" is the space between 25' and 30'. The factor 
(300" — B) is the space between zero and the 30' mark deter- 
mined by the B reading. It should be remembered that when 
the micrometer is turned to the 30' mark, the readings are de- 
crea^g; therefore the direct reading does not give this space, 
but 5 minus tliis space. Simplifying this expression we have 

Truereading = 5+r-£-^- (6) 

300 

Since there is no reason for preferring either the forward or the 

backward reading, the mean is used as the best value. The 

mean of (a) and (i) is 

F + B ^ r J' + B .^ r 

222 300 

If = m, then the correction to m, the mean of the two 

2 

readings, is 

Corr. = — m [10] 

2 300 

A general table may be computed for different values of m and 
r, so that no special computation is necessary when correcting a 
direction. It is good practice to determine r from all the F and 
B readings, and to employ liiis average value when making the 
corrections. 

40. Vertical Collimator. 

In centering a signal over a station, placing a mart under a new 
signal, or centering the theodolite over the station mark, the 
Coast Survey observers sometimes employ the vertical collimator 
shown in Fig. 30. The instrument is adjusted by means of spirit 
levels, which revolve around a vertical axis like those of a tran^t. 
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A telescope may be placed in coincidence with the vertical axis 
of the collimator, and its line of sight adjusted to point vertically 
downward. With the instrument in this position the observer 
may obtain a point which is vertically above the center mark of 
the station. 



41. Adjustments of the Theodolite. 

The adjustment of the levels attached to the alidade is made 
by means of reversals about the vertical axis of the instrument, 
exactly as with the engineer's transit. 

The adjustment of the stride level is tested by placing it on the 
horizontal axis, reading both ends of the bubble, and then re- 
versing the level and reading again. The adjusting screws of 
the stride level should be turned so that the bubble moves half- 
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way back from the second position to the first. When the 
stride level is so adjusted that it reads the same in either position, 
it is in correct adjustment, and the horizontal rotation axis may 
ihen be leveled by moving the adjustable end of the axis imtil 
the bubble is in the center of its tube. Of course the two adjust- 
ments may be made simultaneously. If desired, the stride level 
may be used also to make the vertical axis truly-vertical. 

The adjustment of the Une of sight in a plane perpendicular 
to the horizontal axis may be made by reversals about the hori- 
zontal axis as in testing an engineer's transit; or it may be made 
by sighting an object, lifting the telescope out of its bearings, and, 
after reversing the axis, replacing it in the bearings. If the 
object is no longer in the line of sight, the reticle is brought half- 
way back from the second position toward the first. 

The test of the adjustment of the microscopes is made by 
measuring the run of each micrometer, taking first a forward and 
then a back reading. In case the run of a microm- 
eter is greater than about 3", it should be adjusted 
by changing the distance from the objective to the 
reticle, and then moving the whole microsc^>e so 
that t^e graduations are again in focus. If the 
image of the division is greater than 5 whole turns 
of the screw, the objective should be moved toward 
the eyepiece, and then the whole microscope moved 
away from the circle. Moving the objective away 
Fio. 31. ^">i" ^^^ micrometer lines diminishes the angle be- 
tween the two lines of ^ght corresponding to the 5 
tiuns, and reduces the ^e of the image of the division (Fig. 31). 
It will usually require a series of trials to perfect this adjust- 
ment. 
42. Effect of Errors of Adjustment on Horizontal Angles. 
The effect of errors due to the inclination of the horizontal axis 
to the horizon, ^d those due to the imperfect adjustment for 
collimalion (line of sight), are not independent of each other. 
These errors are usually so small, however, that it is permissible 
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to compute their e0ect separately, as though only one exited at 
one time. In Fig. 33, Z is the true zenith andZ' the point where 
the vertical axis of the instrument prolonged pierces the celestial 
sphere. 5 is a point whose altitude is h. Assumii^ that the 
horizontal axis makes an angle i with the horizon, and that all 
other errors are zero, then from the figure it will be seen that we 
may write 

sinZ^ sinfl5 
sin i sin Z'S 
or, with sufficient accuracy, 

co-^; . '^Z = itanh, In] 

where A is the angular altitude of the point sighted. 




It i^ipean, then, that for each point sighted there should be a 
correction to the circle reading equal to i tan h. Triangulation 
. points are usually so nearly on the horizon, and by careful atten- 
tion to the leveling the error i may easily be kept so small, that 
there is seldom any necessity for applying the correction except 
for such observations as those on a circumpolar star for azimuth. 

In the preceding paragraph it is assumed that the vertical axis 
is truly vertical, the graduated circle being horizontal, while the 
horizontal axis is not horizontal. If the two axes are at right 
angles to each other, but the vertical axis is inclined to the true 
vertical by a small angle », it may be shown, by a diagram similar 
to Fig. 32, that the same correction applies to this case also. 



rry^ 
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The enor of a horizontal direction due to an error of collima- 
tionmaybe cimiputed as follows: Let the error in the sight line 
be represented by c; then, when the axis of collimation (Fig. 33) 
traces out the great circle ZN, the line of sight traces out the 
parallel circle SA , which is c seconds from ZN. If 5 be any point 




Fig. 33. 

toward which the cross-hair is pointii^, and if arc SN be drawn 
• perpendicular to ZN, the error in direction, or the angle at Z, is 
found from the equation 

sinZ sine 
sin iV sin Z5 
or, since ^N = 90°, Z = c sec A. [12] 

Each direction should therefore be corrected by the quantity 
c sec A. On account of the small value of c in a well-adjusted 
instrument this correction is necessarily small; furthermore, it is 
usually eliminated from the final result by the method employed 
in making the observations. 

43. Method of Measuring the Angles. 

In measuring aisles with the repeating instrument the common 
practice has been to measure the angle six times, beginning with 
the left-hand signal of a pair and measuring toward the right, and 
then, after reversing the telescope both in altitude and in azimuth, 
to measure six times from right to left. The recent practice of 
the Coast Survey has been to measure first the angle itself by 
dz repetitions, left to right, with the telescope direct, then the 
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explement (360° minus the angle) ax times, moving the aUdade 
in the same direction as before, left to right, the telescope being 
reversed. This brings the vernier nearly back to the same read- 
ing as by the previous method, but it differs in the mechanical 
operation. If there is any systematic effect on the angle, due to 
the action of clamps or to drag on the centers, it is eliminated 
from the final result, provided such errors are the same for a 
large as for a small angle. 

The reversal of the telescope in the preceding pn^ams is in- 
tended to eliminate the errors of adjustment of the line of colli- 
mation and of the rotation axis of the telescope. It does not 
eliminate errors due to imperfect leveling. The measurement 
of angles in both the left-to-right and the right-to-left direction 
is designed to eliminate possible twist in the support of the instru- 
ment, upon the assumption that this twist, takes place at a 
uniform rate. 

In order to eliminate errors due to faulty graduation of the 
circle, the initial reading for different sets of observations may 

be shifted by ^ — , where m is the number of sets taken and n 
mn 

is the number of verniers. For example, in taking four sets with 

a two-vemier instrument, the vernier would be set ahead 45° 

each time. Errors in the graduation of the verniers may be 

eliminated in a similar manner by changing the vernier setting 

— th part of a circle division at the beginning of each new set. 

For four sets, on a 10' graduation, the hrst setting might be zero, 
the second 45° 02' 30", the third 90° 05' 00", and the fourth 
135° 07' 30"- 

With the direction instrument the method of measurement 
consists in first pointing the telescope at some conspicuous signal, 
selected as the first of the series around the horizon, and reading 
all the microscopes, then turning the telescope to the other signals 
in order and reading all the microscopes at each pointing. After 
the last pointing has been completed and the microscopes read, 
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the telescope is reversed, the pivots remaining in the same bear- 
ings, and the series is repeated, the signals being sighted in the 
reversed order. The horizontal circle remains clamped during 
the entire process. The above measurements constitute a single 
"set." As many sets may be taken as are required to give the 
necessary accuracy. To eliminate systematic errors of gradua- 
tion and errors of the micrometers, the circle reading is advanced 
for each, new set, as explained later in the "Instructions for 
Primary Triangulation." It should be observed that the ac- 
curacy depends upon the circle's remaining undisturbed in 
azimuth during each set. 

In making bisections, either when pointing on the signal or 
when reading the microscopes, the observer should proceed as 
rapidly as be can without making careless pointings and without 
danger of making mistakes. Much time spent in perfecting 
settings and in watching them to see if they are correct appears 
to reduce slightly the accidental errors of observation, but does 
•not really increase the accuracy of the work, as shown by the 
final results of the triangulation. The longer the time that is 
permitted to intervene between pointings, the greater the oppor- 
tunity for the circle to shift its position or change its temperature ; 
and the effects of these changes are probably greater than the 
accidental errors of pointing and reading. 
44. Program for Measuring Angles. 

'Various programs of observations have been devised, with a 
view to eliminating or reducing the errors in horizontal angles. 
The principal errors which have to be considered in planning the 
field work of the triai^ulation, and the methods adopted for 
eliminating them, are as follows: 

I, Errori due to non-adjustment of the theodolite. These are 
all eliminated by the use of the instrument in the direct and 
reversed positions, except that due to erroneous leveling. The 
leveling of the plate and the horizontal axis must be carefully 
attended to in setting up the instrument, and must be corrected 
whenever it becomes necessary. This may be done at any time 
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between sets of angles or, if a repeater is used, at any time when 
the lower clamp is loose. 

2. Errors arising from imperfections of graduation. These are 
practically eliminated by distributing the readings uniformly 
around the drcle. 

3. Errors of eccentricity of the circle and alidade. These errors 
are almost wholly eliminated by reading two or more equidis- 
tant microscopes or verniers. 

4. Errors due to twisting of the tripod under the action of the sun's 
rays. The twist is eliminated by reversing the direction of the 
measurements, provided the rate of twist and the speed of 
measuring the angles are both uniform. The rate of twist on 
some towers has been found to be about one second of angle per 
minute of time. On the slender towers used on the 98th meridian 
triangulation, the twist was so small that it could not be detected 
by an examination of the measurements. 

5. Errors due to irregular refraction of the atmosphere and to 
difficult seeing. These will be partly eliminated by taking a large 
number of measurements; if the results indicate that the neces- 
sary precision is not being obtained, i t will be best to wait unti l 
thf^ rnnditinn'^ p" more favorable. This can be judged best by 
the "probable error " of the direction. 

6. The personal error of the observer. The personal error is 
partly ehminated by measuring the angle a large number of times. 

7. Errors due to temperature and wind. Errors due to fluctua- 
tion of the temperature of the instrument, and to vibrations 
caused by wind, may be reduced by shielding the instrument 
from the sun and wind, either by a tent or by a temporary build- 
ing. 

The following list of instructions to observers is taken from 
the Coast and Geodetic Survey Special Publication No, 19 
(1914), and represents the present practice of that Survey. 

t. Inslrumenis. — In general, direction instruments of the highest grade should 
be used in triangulation of this class. Repeating theodolites are to be used only 
when the station to be occupied is m such a position as to be difBcult of occuDatioa 
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with a directiixi inBtrument or whea there is doubt of the instrumeot support beini; 
of such a character as to insure that the movement oi the observer about the in- 
Strumeat does not disturb it in azimuth. Such stations usually occur on lighthouses 
and buildings. 

2. Number of obtervaluHU — Main scheme — Direclion inslrumtni. — In mfthing 
the meaaucements of horizmtal directions measure each direction in the primary 
sdieme t6 times, a direct and reverse reading being considered one measurement, 
and i6 positions of the drde are to be used, corresponding approximately to the 
following readings upon the initial dgnol; 



N^W 


Reading. 


Nuralwr. 


Readily. 


, 


o oo 40 


9 


1280040 




IS 01 S« 




143 <" 50 










4 


4S04 10 




173 »4 SO 


5 




'3 


192 00 40 




79 01 so 


14 


307 01 50 


7 


94 03 10 


15 


J»I 03 10 




109 04 30 




337 04 K> 



3. When a broken series is observed, the missing signak are to be observed later 
in connection with the chosen initial or with some other one, and only one, of the 
stations already observed in that series. With this system of observing no local 
adjustment is necessary. Little time should be spent in waiting for the doubtful 
signal to show. If it is not showing within, say, one minute of when wanted, pass 
to the next. A saving of time results from observing many or all of the agnals in 
each series, provided there are no long waits for signals to show, but not otherwise. 

4. Standard of accuracy. — In selecting the conditions under which to observe 
primary directions, proceed upon the assumption that the majumum q>eed con- 
sistent with the requirement that the closing error of a single triangle in the primary 
scheme shdl seldom exceed three seconds, and that the average closing error shall 
be but little greater than one second, is what is desired rather than a greater ac- 

. curacy than that indicated with slower progress. This standard of accuracy used 
in connection with other portions of these instructions defining the necessary 
strength of figures and frequency of bases will in general iustue that the probable 
error of any base line, as computed from an adjacent base, is about i part in SS/xx>, 
and that the actual discrepancy between bases is always less than i part in 15,000. 

5. Rejectums — Directum observali/ms. — The limi t for rejection of observations 
upon directions in the main scheme shall be 5 seconds from the mean. No observa- 
tion agreeing with the mean within this limit is to be rejected unless the rejection is 
made at the time of taking the observation and fof some other reason than simfdy 
that the residual is large. A new observation b to be substituted for the rejected 
one before leaving the station, if possible without much delay. 



Vertical 



-At e 



1 then 
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vertical measures are to be made over all lines in tlie main sdieme radiating from it. 
These vertical measures should t>e made on as many days as possible during the 
ocxupatioD of the station, but in no case should the occupation ot the station bt pro- 
longed in order to secure such measures. Three measures, each with the telescope 
in both the diref:t and the reversed positions, on each day, are all that are required. 
These measures may be made at any time lietween ii.oo a.m. and 4.30 p.m., except 
that in no case should primary vertical measures be made within one hour of sun- 
set. It is desirable, however, with a view of avoiding errors due to diurnal varia- 
tion of refraction, to have a fixed habit of observing the verticals in the main scheme 
at a certain hour, as. for example, between 2 aad 3 p.u. If the vertical □: 
a station are made by the mictometric' method, double zenith distance n 
shall be made on at least two of the lines radiating from that station. 

13. Marking of stalioHi. — Every station, whether it is in the main scheme or is 
a siq>plementary or intersection station, which is not in itself a permanent mark, as 
aie lighthouses, church spires, cupolas, towers, large chimneys, sharp peaks, etc., 
shall be marked in a permanent manner. At least one reference mark of a perma- 
nent character shall be established not less than 10 meters from each station of the 
main scheme and accurately referred to it by a distance and direction. Such ref- 
erence marks shall preferably be established on fence or property lines, and always 
in a locality chosen to avoid disturbance by cultivation, erosion, or building. It is 
desirable to establish such reference marks at all marked stations. At all stations 
where digging is feasible both underground and surface marks which are not in con- 
tact with each other shall be established. ' Wood is not to l:>e used in permanent 

14. Descriptions of slaHons. — Descriptions shall be furnished of all marked 
stations. For each station which is in itself a, mark, as are lighthouses, church 
spires, cupolas, towers, large chimneys, sharp peaks, etc., either a deacription must 
be furnished, or the records, lists of directions, and lists of positions must be made 
to show clearly in connection with each point by special words or phrases if neces- 
sary the exact point of the structure or object to which the hortEontal and vertical 
measures refer. Every land section comer connected with the triangulation must 
be fully described. The purpose of the description is to enable one who is un- 
familiar with the locality to find the exact point determined as the station and to 
know poMtively that he has found it. Nothing should be put into the description 
that does not serve this purpose. A sketch accompanying the description should 
not be used as a substitute for words. All essential facts which can be stated in 
words should be so stated, even though they are also shown in the sketch. 

15. Abstracts and duplicates. — The field abstracts of horizontal directions and 
vertical measures are to be kept up and checked as the work progresses, and all notes 
as to eccentricities of signals or instrument, of height of point observed above 
ground, etc., which are necessary to enable the computation to be made, are to be 
incorporated in the abstracts. As soon as each volume of the original record has 
been fully abstracted and the abstracts checked, it is to be sent to the Office, the 
corresponding abstracts being retained by the observer. A duplicate of the de- 
scription of stations is to be made. If the original descriptions of stations are 
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written in the record books, a a>py of these desciiptiiHis compiled in & sepante 
book may be considered the duplicate and should then be marked as such. A 
duplicate of the miscellaneous notes mentioned above may also be made if coa- 
sideied desirable. No other duplicates of the origio^ records are to be made. 
Pencil origiuab should not be inked over. 

16. Number cf observaUotts — Main scMeme — Repeating theodolHe. — If a le- 
peating theodolite is used for observations in the main scheme, corresponding to 
those indicated in paragraph 2, make the observations in sets of six repetitions each. 
' For each angle measured follow each set of six repetitions upon an angle with the 
telescope in the direct position immediately by a similar set of sii on the explement 
of the angle with the telescope in the reversed position. It is not necessary to re- 
verse the telescope during any set of si]i. Make the total number of sets of six 
repetitions im each angle ten — five directly on the angle and five on its ezplement. 
Measure only the single angles between adjacent lines of the primary scheme and 
the ai^le neisssary to close the horizon. With this scheme of observing no local 
adjustment is necessary, except to distribute the horizon closure uniformly amcHig 
the angles measured. The limit of rejection corresponding to that stated Id para- 
gr^h 5 shall be for a set of sii repetitions 4" from the mean. 

ig. Field commutations. — The field computations are to be carried to hun- 
dredths of seconds in the angles, azimuths, latitudes, and longitudes, and to seven 
places in the logarithms. The field computation may be stopped with the com- 
pletion of the lists of directions for all stations and objects, and the triangle side 
computation for the main scheme and supplementary stations, unless there are 
special reasons for carrying it further. The computation to this point should be 
kept up as closely as possible as the work progresses, to enable the observer to know 
that the observations are of the required degree of accuracy. No least square ad- 
justments are to be made in the field. All oi the compulation, taking of means, 
etc., which is done in the record books and the lists of directions should be so 
thoroughly checked by some person other than the one who origiimlly did it as to 
make it uimecessary to examine it in the Office. The initials oi the person making 
and checking the computations in the record t>ooks and the lists of directions should 
be signed to the record as the computation and checking progress. 

Investigations of the accximulated error in the azimuth of a 
chain of triangles indicate that there is a systematic tendency 
of the triangulaUon to twist in azimuth, due to imequal heating 
of the different parts of the theodolite by the sirn. In day ob- 
servations on arcs running north and south there appears to be a 
greater accumulated error in azimuth on the east side of the chain 
than on the west side. This is apparently due to the fact that 
the observations were made chiefly or wholly in the afternoon. 
Observations made at night show less difference between the two 
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^des of a chain of triangles. The enors due to this cause may be 
dimioi^ed by making the instrument out of metal having a 
lower coefficient of expansion, such as nickel-iron, and by in- 
creasing the proportion of night observations. The unequal 
heating effect may also be diminished in day observations by 
turning the circle 180° in azimuth between sets. The following 
set of pointings, to be substituted for that on p. 60, is designed 
to accomplish this purpose. 





CIRCLE RE 


ADINGS FOR 


INITIAL DIRECT 


ONS.' 


Posi- 


Telacot. 


Telarop; 


Posi- 


Tdacop= 


Telescope 


tion. 


diiect. 


«v™d. 


ts™. 


direct. 


«v™d. 


, 


00 40 


18000 40 


9 


iiS 00 40 


3080040 




19s 01 5» 


IS 01 SO 




3*3 «i SO 


143 01 50 


3 


30 03 10 


110 03 10 




158 03 10 


338 03 10 


4 


315 04 10 


4S 04 20 




3S3 04 10 


173 04 to 


5 


540040 


J44 00 40 


13 - 


192 00 40 


n 00 40 


6 


IS9 01 so 


79 01 s° 




27 01 so 


io7 01 so 


7 


94 03 10 


374 03 10 


IS 


121 03 10 


43 03 10 


8 


18904 .0 


109 04 20 


16 


S7 04 20 


237 04 20 



For a method of correcting azimuths for the accumulated twist 
of triangulation, see page 202. 

45. Time for Measuring Hoizontal Angles. 

It was formeriy the practice to measure angles only during that 
part of the day when signals appear steady, that is, during the 
latter part of the afternoon and sometimes in the early morning. 
In 1902 the Coast Survey parties were instructed to observe from 
3 P.M. until dark, on heliotropes, and then to continue, with the 
use of acetylene lights, until 11 p.m. The criterion to be used in 
dedding whether conditions were favorable was not the appear- 
ance of the signals themselves, but the variations of the measures 
of the angles. The results showed that angles can often be 
measured with sufficient accuracy at times when the appearance 
of the ^gnaJs would indicate poor conditions. From the results 
of this season's work it became evident that night observations 
• From Coast and Geodetic Survey Special Publication No. 19. 
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axe somewhat more accurate than those made in daylight. Ob- 
serving at night is also more economical than observing in 
the day on hehotropes, because at night the observer is less 
dependent i^n weather conditions (see Art. i6). 

46. Forms of Record, 

The foUowing are forms of record which may be used for hori- 
zontal angles of triangulation. 

HORIZONTAL ANGLES. DIRECTION INSTRUMENT. 
Station, Corey Hill. Date, May Ji, 1907. Observer, A. N. Recorder, 
W.R.N. Inst. No. 31. Set No. 2. 



station 


Time. 


Tele- 




CircU, 


Rnn. 


Han. 


Cor. for 


Cor'd 






P, 


B. 


Blue Hill 


4 30 


Dir. 
Dir. 


A 
B 
C 

A 
B 
C 


IS 01 

13830 


S'S 
S4.0 

S'-S 

20.9 

i8!i 


5° 
iS 


s 

7 
i 
9 
s 

5 


0.6 
0.3 


J'.' 






20.3 



HORIZONTAL ANGLES. REPEATING INSTRUMENT. 
Station, Corey Hill. Date, May 11, 1907. Observer, J. N, B. Instr. 
B. &B., No. 1567. 



Station. 


Time. 


Tel. 


Rep. 


Ver.A. 


B. 


U«ui. 


Angle. 


Mean. 


Blue Hill 


3 to 


D 





00 00 


« 


00 


' 


' " 


Prospect 


P.M. 




6 


t23 2S 10 

•20 49 40 


10 
40 


IS 
40 


123 18 16,7 








R 


6 


20 49 40 
00 10 


40 


40 


123 28 15.0 


123 28 15.8 



* Note. — Since the angle is over 120 degreea the A vernier has passed 360 degrees tT 
Bii repetitions. In computing the mean we divide the fjodegrecsby 6 mentally and n 
13 — .then divide the so degrees by G. add the whole degrees to T30, and then divide th 
and secondfl. Observe that when six lepetitions are used, the remainder, when div 
degrees by 6. gives the fint 6gure oT the minutes, i.e., 30 degrees -1-6 — 3 degrees in ' 
plos 1 degrees to be carried to the minutes column giving ao minutes. Similarly ii 
the minutes by 6 the remainder is the tens place in the sticoQdi. 
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47. Accuracy Required. 

As stated in paragraph 4 on p. 60 the degree of accuracy re- 
quired on the Coast Survey triangulation is such that the error 
of closure of a triangle shall seldom exceed 3" and shall average 
about i". The following list, taken at random from a longer 
list in Special Publication No. ig, will indicate the degree of 
accuracy actually obtained in the work of the Coast Survey. 



S«tion. 


Probable emn- 

olanobsiinred 

dinctioa. 


Cl«ll1g 

ttUagle. 


direction. 


Huimum 
cl«ing 
error oCs 
triMigle. 




±0.33 
±o.j6 
±0.30 
±0.34 

±0.36 
±o-4S 
±o-S3 


o°:;i 

0.79 

1.13 


0.60 
1. 17 
0.74 
0.84 

0.84 
..96 
2.03 


I 57 

i.zS 

2.69 
331 

6-35 








Atlanta base to Dauphin 


Lampasa base to Seguin base. 
Calif. — Washington Arc 



48. Reduction to Center. 

In case certain lines from any station are obstructed, it may 
become necessary to set the instrument over a point at one side 
of the center, called an eccentric station, and to measure the 
angles at this new point. 
These angles are measured 
with the same degree of pre- 
cision as though the instru- 
ment were at the center. 
Before such angles can be 
used for solving the tri- 
angles, they must be reduced ■ 
to the values they would 
have if the instrument were placed at the center. The data nec- 
essary for the calculation include the approximate distances (D) to 
the points sighted, the distance from the center mark to the in- 
strument (d), called the eccentric distance, and the angle at the in- 
strument between the center mark and each of the signals sighted. 




Fig. 34. 
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In Fig. 34, let C be the center, E the instrument, and S one of 
the signals. The angle CES = a (called the azimuth) , measured 
right-handed from the center to the distant signals, may be 
calculated for each signal by combining angles already measured, 
provided the line EC has been connected with any one signal by 
means of an angle. The angle S is the change in the direction, 
or azimuth, of the triangulation line due to the eccentricity of the 
instrument station. Solving the triangle for S, we have 

D an I 

It should be observed that the algebraic sign of sin a shows 
whether the azimuth is to be increased or diminished. 

The following example shows the method employed when 
several angles are to be reduced to center simultaneously. 

EXAMPLE OF REDUCTION TO CENTER. 
Harpers A 

d = i".34i lc« = o.i27SS 
Eccentric sta. No. i. Colog sin i'' = 5.31443 

log const. = S'44"3 
Measured angles: — Center to Smith's Cupola = 42° 14' ao". Smith's 
CiMxila to Cotton's — 62*33' io".i, Methodist Church to Cotton's = 
58 4S'3i"-o. Cotton's to White Flag = 56" jj' 36".!, White Flag to 
Baldwin's = 43° S9'57"-4- 

The azimuths from the center are computed, and the computation is 
tabulated as follows: 



Suiion, 


Cupola. 


Church. 


Cotton'a. 


White Flag. 


....*.. 


Aiimuth 

Logunoi 

Colog diat 

Log const 


9-gi7S 
S.44aa 


46- 01' SB". 1 

9.8571 
6io»s 

S.44aJ 


104' 4/35".! 

9.98SJ 
6.0640 
S.44aa 


161" lo- 06". a 

9,5090 
6.367a 
5.44» 


»s* lo- oj",6 
S.441> 


+13". 7 
,l-I4'43"-7 


+JS"-1 
je-oa-M'-.J 


i.49"S 

+3I".0 

104*48' 01". 1 


1.IIS4 
+16", S 


-H".s 
»5-o9'49".i 







Reduced angles: — Smith's Cupola to Cotton's — 62" 33' i7".4, Metho- 
dist Church to Cotton's - 58° 4S' 36".8, Cotton's to White Flag = 
56° aa' ii".6, Whit« Flag to Baldwin's = 43° S9' 26".4. 

* To reduce the angle to seconds we should divide by arc 1"; but since arc i" is 
nearly equal to sin i" the result is numerically the same if we em{doy the latter. 
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If the distances are not known with sufficient accuracy at first, 
as might be the case where there are two eccentric stations in the 
same triangle, it may be necessary to obtain the reduced an^e 
by a second ai^roximation. After the angles have been reduced 
to center, as already explained, the lengths of the lines may be 
calculated with a greater degree of accuracy than at the begin- 
ning of the computation. By using these improved values of the 
distances the reduction to center may be repeated and better 
values of the angles obtained. 

49. Phase of Signal. 

If the sights are taken on pole signals, and the illumination is 
stronger on one side than on the other, as it usually would be in 
bright sunlight, the observer 
cannot judge the position of 
the center but sights the center 
of the part that he can see. 

In this case it becomes nec- 
essary to correct the observed 
angles for this effect, which is 
known as the "correction for 
phase." If the shaded portion 
of the pole is so indistinct that 
it cannot be used in judging the 
position of the center, then the 
illuminated portion must be 
bisected. If the signal pole is 
cylindrical, the effect of phase 
on the measured angle may be 
calculated as follows: in Fig. 
35, representing a section of 
the signal pole, let CS be a 
line pointing in the direction of the sun, and CO the line to 
the observer. The limits of the bright portion of the pole 
visible to the observer are B and D. By measuring the angle 
between the sun and the signal the observer obtains the angle 




Fig. 35- 
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ACS * a. The total width of the pole is 3 r, and the apparent 
width is 

B£ = f + f cos (i8o - a). 

The decrease in width of the object is, therefore, 

£F- 2r-f (i -cosa). 
The angle at the observing station subtended by this distance 
is 

EF _ f(i+cosa) 
P • arc i" D -arc i" 
The correction to the observed direction is one-half this amount 
since in each case the space is bisected. The final correction is, 
therefore, 

Corr. = j^^^r [14I 

D ■ arc I 

50. Measures of Vertical Angles. 

The method of determining the elevations of triangulatiou 
points will be discussed in a later chapter, but since the field- 
work of measuring the vertical angles is carried on in connection 
with the measurement of the horizontal angles, it will be briefly 
discussed here. The instrument used for these measurements 
may be a repeating-drcle or a fixed circle read by microscopes. 
On account of the difficulty of ascertaining the exact effect of 
atmospheric refraction, vertical angles are subject to much 
greater errors than horizontal angles. A relatively small num- 
ber of measures of the vertical angle, half with the instrument 
direct and half with jt in the reversed position, is sufficient to de- 
termine the angle as closely as the uncertainty of refraction will 
permit. Owing to diurnal chaises in the amount of the re- 
fraction, it is advisable to make the measurements between 
II KM. and 4 P.M., because the refraction is nearly stationary 
during these hours. About an hour before sunset the refraction 
is very uncertain. In recording the angle it is essential to state 
exactly the height of the instrument above the station mark and 
also the exact point s^hted, so that the angle on each line may be 
reduced to that of the Une between the two station marks. 



( 
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The vertical angles may also be obtained by means of the 
micrometer in the eye-piece of the theodolite, if it is placed so as 
to measure angles in the vertical plane. Micrometer readings 
on the different stations, in connection with readings of the 
spirit level on the alidade, will give the differences in vertical 
angles. If the vertical angle of any one station is known, the 
others may be determined. 

PROBLEMS 

Problem i. The circle oi an alt-azimuth instrument is graduated into lo-minute 
spaces. The pitch of the micrometer screw is such that two turns are requited to 
move the hairs from one graduation to the next. The head of the screw is divided 
into minutes and each minute into lo-second spaces. The forward reading (on the 
260° 10' line) is 4' 03"; the back reading (on the 260° ao' line) is 3' ss"- What is 
the run of this micrometer? What is the correct reading? 

Problem 2. Tiic readings of a striding level on a theodolite show that the hori- 
zontal anis is inclined 1.5 divisions, the left end being higher. What error will tfijs 
cause in the azimuth reading on the pole star, at an altitude of 41° 20', if the value 
of one division of the level is io".o? 

Problem 3. If a h»mzontal angle is measured between a mart 12° above the 
horizon and bearing N 45° W, and the pole star, 41° altitude, what is the error in 
the angle produced by an error of 8" to the right in the (aiUimation) adjustment 
of the vertical cross-hair. 

Problem 4, The angle between stations A and B is measured from station E 
and found to be 71° 10' 19". 5. The angle from O, to the right, to station A is 
110° 15'. The distance 0£ is 7.460 meters. OA is 17,650 meters uid OS is 34)^14 
meters. Reduce the angle to the center 0. 

Problem 5. The illuminated portion of a cylindrical pole is bisected with the 
cross hair« of a theodolite. The angle from the sun, to the right, to this signal is 
130° 40'. The diameter of the pole is 6 inches. ' The distance to the signal is 8100 
meters. What is the correction to the observed direction for phase of the signal ? 
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CHAPTER IV 

ASTRONOMICAL OBSERVATIONS 

51. Astronomical Observations — Definitions. 

In every trigonometric survey, whether made for scientific 
purposes or for the piupose of making maps, it is essential that 
some of the triangulation points be located on the earth's siurface 
by means of their astronomical coordinates. In determining the 
earth's size and figure by measurii^ arcs on the surface it is 
essential that the curvature be determined by means of astro- 
nomical observations. If the triangulation is used to control the 
accuracy of a topographical survey, the astronomical worit fur- 
nishes the data necessary for correctly locating and orienting the 
mf^ on the earth's surface. The astronomical data also furnish 
a means of detecting the accumulated twist of a chain of triangu- 
lation, and of correcting the azimuth at intervals along the line. 
Astronomical observations are also frequentiy made in order to 
supply data to be used in other measurements, as, for example, 
when rating chronometers for gravity or magnetic observations. 
These astronomical observations form a distinct branch of geo- 
detic work. 

It will be assumed that the student has a general knowledge of 
astronomy, and only such definitions will be given as are essential 
in viewing the subject from the standpoint of the geodesist. The 
astronomical observations which it is important for us to con- 
sider include the determination of the following four coordinates: 
(i) time, (2) longitude, (3) latitude, and (4) azimuth. Before 
describing the instruments and methods, we will define the fol- 
lowing terms which are to be employed. 

The vertical at any point on the earth's surface {OZ, Fig. 36) 
is the direction in which the force of gravity acts at that pcrint. 
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In general it does not perfectly coincide with the nonnal to the 
spheroidal surface, and hence there is a difference between the 
astronomical coordinates and the geodetic coordinates. The 
deflection of the plumb line from the normal at any place is called 
the stati&n error. The point vertically overhead (Z) is called 
the zenith. We may consider that the universe is bounded by a 




Fig. 36. The Celestial Spht 



sphere of infinite radius, and that the zenith is the point where 
the vertical pierces that sphere. The horizon {NEHS) is the 
great circle on the celestial sphere which is everywhere 90° from 
the zenith. Its plane passes through the observer and is per- 
pendicular to the vertical line. Any plane which contains the 
vertical line cuts from the sphere a vertical circle (HDZ). 

The earth's rotation axis, prolonged, pierces the sphere in two 
points, called the north celestial pole (P) and the south celestial 
pole {P'). The great circle which is everywhere 90° from the 
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poles is the edeslitd equator {QyB). Any plane throu^ the 
axis or parallel to it cuts from the sphere an hour circle {PVP"). 
The vertical circle which passes through the celestial pole is called 
the meridian (SQZ). If the vertical does not intersect the earth's 
axis, the meridian plane cannot contain the axis but is parallel to 
it. The prime vertical is a vertical circle perpendicular to the 
meridian. The ecliptic is a great circle cut by the plane of the 
orbital motion of the earth {MVL). That point on the sphere 
where the ecliptic and the equator intersect, and where the sun 
passes (in March) from the southern to the northern hemisphere, 
is called the vernal equinox. 

The altitude (ft) of a point is its angular distJLnce above the 
horizon. Its zenitk distance (f ) is the complement of the altitude. 
The azimuth (Z) of a point is the horizontal angle between the 
meridian and the point. It is usually reckoned from the south 
point of the horizon, right-handed, from o'* to 360'*. The de- 
clination (S) of a point is its angular distance north (+) or south 
(— ) of the equator. Its polar distance (p) is the complement of 
the declination. • The hour angle (() of a point is the arc of the 
equator measured from the meridian westward to the hoiu: circle 
through the point. The right ascension (a)^is~the arc of^the 
equator measured from the vernal equinox eastward to the hour 
circle through the point. 

The astronomical latitude * {^) of a place is the angular dfc- 
tance of the zenith north or south of the equator, or, in other 
words, the decUnation of the zenith. The longitude (X) of a 
place is the arc of the equator between the observer's meridian 
and a primary meridian, as Greenwich or Washington. 

52. The Determination of Time. 

The determination of time, practically considered, means the 
determination of the error of a chronometer on the local sidereal 
time at the station. The sidereal time (5) at any instant is the 
hour angle of the vernal equinox ; it is usually expressed in hours, 
minutes, and seconds. From a consideration of the definitions 
* For goedetic latitude see p. 133. 
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of sidereal time, hour angle, and right ascension it is evident that 
the first equals the sum of the other two; that is, 

S = a+t. [is] 

When the star is on the meridian, ( is obviously equal to zero, 
and we have 

S-a, [i61 

that is, th& right ascension of any star is equal to the sidereal 
time at the instant when that star is passing the meridian. If 
we note the chronometer reading when a certain star is passing 
the meridian, we know that the local sidereal time (or true chro- 
nometer reading) at that instajit is the same as the right.ascension 
of that star as given for that date in the Ephemeris,* and that the 
error of the chronometer is the difference between the two. The 
determination of time with a transit mounted in the plane of the- 
meridian depends upon the foregoing principle. 

53. The Portable Astronomical Transit. 

The instrument chiefly used for determining time and loi^tude 
in geodetic work is the portable transit. This class of work 
necessitates carrying the instrument to many stations located 
in places which are difficult to reach; hence it should be light 
enough to be easily transported. The small size of the transit, 
however, does not necessarily imply inferior accuracy in the 
results; it is found by experience that comparatively small in- 
struments, when properly handled, give results of great accuracy. 
Indeed, the very fact that the instrument is Ught is a point in its 
favor, for this makes it easier to reverse, and obviates certain 
difficulties encountered in using large instruments in observa- 
tories, for example, the error due to flexure, or those due to 
temporary strains caused by reversal of the instrument. The 
portable transit is usually mounted on a brick or concrete pier, 
to which the base of the instrument is firmly cemented. 

The transit instrument itself consists of a telescope with a 

* The American Ephemeris and Nautical Almanac, published by the Navy 
Department. 
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Totadon axis rigidly attached at right angles to it; this axis termi- 
nates in pivots which rest in wye bearings at the upper ends of a 
pair of standards. A stride level is provided for measuring the 
inclinadon of the rotation axis. The axis of colHmation, which 
is a line through the optical center of the objective and perpen- 
dicular to the rotation axis, rotates in a vertical plane when the 
horizontal axis is truly level. For the purpose of detennining 
the time the instrument may be set in any vertical plane, for 
example, the vertical plane through a close drcumpolar star; but 
in this country it is used almost exclusively in the plane of the 
meridian. 

Fig. 37 shows a portable astronomical transit used for the 
determination of time and longitude by the Coast and Geodetic 
Survey. The focal length is 94 cm, the aperture 76 mm, and 
the magnifying power 104 diameters. 

54. The Reticle. 

In the old style of transit the reticle consisted of several closely 
spaced vertical spider threads 
or of lines ruled on glass, and 
two horizontal threads or lines 
to limit the portion of the 
vertical threads used for obser- 
vations. A common arrange- 
ment of the vertical threads, 
when the chronograph is to be 
used for recording the observed 
time, is shown in Fig. 38, the ' 
smallest intervals correspond- 
ing to about 2.5' of time for an 
equatorial star. • 

55. Transit Miciometer. 

The hand-driven transit micrometer has now replaced the old 
style of reticle on the instruments of the United States Coast 
Survey. In this instrument (Fig. 39) a angle vertical thread is 
made to traverse the field of the telescope at such a speed that it 




Fig. 38. 
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continually bisects the star that is being observed. The record 
on the chronograph of the passage of the star over certain fixed 
points in the field is made automatically by means of an electric 
circuit. An automatic cut-out is so arranged as to keep the 
circuit broken except during four revolutions of the screw in the 
central part of the field. The contact points are placed so as to 
record twenty observations on the star, arranged in four groups. 
The observer has simply to set the thread on the star and follow 
it until it has passed beyond the range of observation. The 
observer does not know exactly when the observations are being 
made; he simply watches the thread and the star and keeps the 
bisection as nearly perfect as he can. It is necessary to use both 
hands in order to give the thread a steady motion. The result 
of these observations is the same as though the observer had 
noted accurately the time of passage of the star over 20 vertical 
threads. The great advantage of the instrument is that the 
large personal error due to estimating times of transit over the 
threads is almost wholly eliminated. A further advantage is 
that 20 observations may be made in about ten seconds, on an 
equatorial star, thus permitting - observations on stars culmi- 
nating In quick succession. 

56. niumination. 

The field of the telescope is illuminated by means of a lamp.or 
an electric bulb which sends light through the hollow axis of the 
instrument to a mirror at the center of the telescope, which re- 
flects it down the telescope tube to the reticle. The threads 
appear as black lines against a bright field. 

57. Chronograph. 

The chronograph is a registering apparatus driven by clock- 
work, and connected electrically with a chronometer and with 
either the transit micrometer or an observing key. The record 
is made on a sheet of paper wound £^ound a drum which revolves 
once per minute. A pen fastened to the armature of an electro- 
magnet is carried by a screw in a direction parallel to the axis 
of the drum. These combined motions cause the pen to draw a 
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line spirally around the drum. When the sheet is laid flat, the 
record appears as a series of straight parallel lines. The chro- 
nometer breaks the circuit once per second (or onceper two seconds), 
and this break causes the armature to move the pen to one side 
and make a small notch on the record. The times of passage of 
stars over the threads of the transit are also recorded in a similar 



manner. The character of the two kinds of marks is usually 
dissimilar, and they may easily be distinguished. If any one of 
the chronometer marks on the record sheet is identified, then the 
chronometer time of every mark on the sheet becomes known, 
and the determination of the fraction of a second for each obser- 
vation is simply a matter of scaling off the position of the corre- 
sponding mark. A convenient way to mark the time without 
disturbing the sheet is to make notches on the sheet by means 
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Fig. 41. Electrical Connections — Time Observations by Key Method. 
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of the observing key, the number of marks so made showing the 
number of some minute of the chronometer reading. The speed 
and the diameter of the cylinder are usually such as to make one 
second of time occupy a space of one centimeter. Fig, 40 shows 
a chronograph such as is used in longitude observations. 

58. Circuits. 

The arrangements of cifcuits for operating the chronograph 
are ^own in Figs. 41 and 42. The chronometer is placed in a 




Fifi. 43. Chroiu^raph Record. 

separate circuit having a battery of only one cell, in order to avoid 
injury to the mechanism, and operates the chronograph circuit 
through the points of a relay. The transit micrometer operates 
on the make-circuit, which is converted into breaks by a relay. 
If a key is used, it replaces the micrometer relay and breaks the 
circuit when the key is pressed. 

Fig. 43 shows a portion of a chronograph record; 

59. Adjustment of the Transit. 

In placing the transit on the supporting pier before adjusting 
it in the meridian, the base of the instrument must be placed so 
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nearly in the meridiaD that all further adjustment in azimuth 
may be made by the adjusting screws provided for this purpose. 
The foot plates should then be cemented to the pier. The tele- 
scope is focused as in an engineer's transit — first the eye- 
piece, then the objective. A distant terrestrial object may be 
used for the first trial, but the final focusing should be done at 
night on the stars. A difference is usually noticed between the 
focus required by day and that found at night when artificial 
light is used. 

The striding level and the horizontal axis may be adjusted 
simultaneously by placing the level in position, reading both 
ends of the bubble, then reversing it, end for end, and taking 
another set of readings. Half the displacement of the bubble 
may be corrected by adjustment of the level and half by leveling 
the axis. 

The verticality of the threads or the micrometer line is tested 
by rotating the telescope slightly about its horizontal axis and 
noting whether a fixed object remains continuously on the thread 
as it traverses the field of view. Adjustment is made by rotat- 
ing the diaphragm or the micrometer box until this condition is 
fulfiUed. 

The collimation is adjusted by placing the middle line of the 
reticle or the mean position of the micrometer line as nearly as 
possible in the collimation axis. To test this, point the wire on 
some object, reverse the telescope in its supports (axis end for 
end), and see if the object is still sighted. If it is not, bring the 
wire halfway back, by means of the lateral adjusting screws. 

The finder circles should be tested to see if they read zero when 
the collimation axis is vertical. Point on some object, level the 
bubble, and read the circle. Reverse the telescope, point on the 
same object, and repeat the readings. The mean reading is the 
true zenith distance, and half the difference between the 'two 
readings is the error of adjustment. Set the vernier to read the 
true zenith distance, sight the object again, and then center the 
bubble by means of the adjusting screws. 
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To place the line of coUimation in the meridian, first detennine 
a rough chronometer correction by leveling tlie axis and setting 
the circles for the zenith distance of some star which is near the 
zenith and which is about to culminate. If the (sidereal) 
chronometer is nearly regulated to local sidereal time, the right 
ascension of such a star will be nearly the same as the chronom- 
eter reading. If the chronometer is not regulated at all, it may 
be set approximately right by calculating the sidereal time cor- 
responding to the mean time as indicated by a watch. An 
error of one or two minutes will not cause great inconvenience, 
as all that is necessary is to identify the star and begin observing 
before it has passed. The time, at which this star will pass the 
middle vertical thread must necessarily be very close to the true 
sidereal time (ri^t ascension of star), because near the zenith 
the effect of the azimuth error on the observed time is very small. 
The difference between the right ascension of the star and the 
chronometer reading is an approximate value of the chronometer 
error. Using this value of the chronometer error, calculate the 
chronometer time when some slowly-moving (circumpolar) star 
will pass the meridian. When this calculated time arrives, point 
the middle thread or the micrometer thread on the star, using 
the azimuth adjustment screws. This places the instrument 
nearly in the meridian. A repetition of the whole process (on a 
different pair of stars) will give a still closer approximation. 

It is not necessary or desirable to spend much time in re- 
ducing the errors of azimuth, level, and coUimation to very small 
quantities. They should be so small as to cause no inconvenience 
in making the observations and in computing the results, but 
ance they must be determined and allowed for in any case, the 
final result is quite as accurate if the errors themselves are not 
extremely small. 
60. Selecting the Stars for Time Observations. 
There are two general methods of selecting the stars to be used 
for a time determination. The older method requires observa- 
tions on ten stars, five with the axis of the telescope in one posi- 
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tion (say illumination or clamp east) and five with the axis te- 
versed (illumination or damp west). In each half-set one of the 
stars is a slow-moving one, that is, one situated near the pole. 
Of the remaining four stars in each half-set two should preferably 
be north of the zenith and two south of the zenith, and m such 
positions that their azimuth errors balance each other, that is, 
their A factors (see Art. 66) should add up to zero. 

In the more modem method, used with the transit micrometer, 
twelve stars are employed, six in each position of the axis. None 
of these is near the pole, but their positions are so chosen as to 
make the algebraic sum of their A factors nearly equal to zero. 

By the older method the error in azimuth adjustment is more 
accurately determined, but with a proper selection of stars the 
value of the azimuth correction need not be determined so ac- 
curately, because it has a relatively small effect upon the com- 
puted chronometer correction. 

In preparing for observations a list of stars should first be made 
out, giving the name or number of each star, its magnitude, right 
ascension, declination, and zenith distance, together with the 
star factors depending upon its position, as explained later. The 
declination of the stars chosen should be such that the algebraic 
sum of the A factors is less than unity. It is desirable that the 
list contain as many stars per hour as possible, but sufficient 
time must be allowed for reading the stride level, reversing the 
instrument, making records, etc. The telescope should be re- 
versed before each half-set. In preparing this list the zenith 
distance of a star is computed by the relation 

■ f = * - i, [17] 

where f is the zenith distance (positive if south of the zenith) , 
is the latitude, and S is the declination (positive for stars north 
of the equator). 

61. Making th« Observations. 

In beginning the observations, set the vernier of the finding 
circle at the zenith distance of the first star and bring the bubble 
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to the center of its scale by moving the whole telescope. The 
clamp had better not be used if the telescope can be relied upon 
to remain in position when undamped. When the star appears 
in the field, bring it between the two horizontal hairs by tapping 
the telescope with the finger. Set the micrometer line on the 
star and keep it bisected until the observations (4 turns of screw) 
are completed. If the instrument is not provided with a microm- 
eter, the observer simply presses the observing key as the star 
passes each of the vertical threads. When the observations are 
made by the key method, the observer attempts to press the key 
as soon as possible after ^e star is actually bisected by the wire. 
In doing this he makes an error which tends to become constant 
as the observer gains in experience. This is known as his per- 
sonal equation. Since the personal equation depends chiefly upon 
the rapidity and uniformity with which the observer is able to 
record his observations, rather than upon his ability to bisect the 
star's image, the use of the transit micrometer very nearly elimi- 
nates this error. 

After half the stars in one set haVe been observed, the axis 
should be reversed, end for end, in the supports. The striding 
level should be read one or more times during each half-set. If 
the pivots are not truly circular in section, the average inclina- 
tion of the axis may be found by taking level readings with the 
telescope set at different zenith distances, both north and south. 

The striding level should be used with great care, because the 
level corrections may be relatively large and cannot be eliminated 
by the method of observing, as in case of the coUimation error 
and, to some extent also, the azimuth error. 

Following is a record of a set of observations as read from the 
chronograph sheet, together with the readings of the striding 
level. (See United States Coast and Geodetic Survey Special 
Publication No. 14, p. 21.) 
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Station, Key West. Date, Feb. 14, 1907- Instrument, transit No. 1, 
with transit micrometer. Observer, J^ S. Hill. Recorder, J. S. HiD. 

Chronometer, Sidereal 1834. 
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62. The Correcttons. 

The correctic»is that have to be applied to the mean of the 
observed times, to reduce it to the time corresponding to the 
meridiaQ passage aie those for (i) level, (2) collimation, (3) 
azimuth, (4) rate, and (5) diumal aberration. 

63. Level Correction. 

The level correction to any observed time, Bb, is made up of 
the constant b, dependii^ upon the level readings, and a factor 
B, depending upon the position of the star and upon the observer's 
latitude. If w and e are the readings of the west and east end 
of the level bubble in one position, and u/ and e' the readings for 
the second position, then for the first position, the inclination of 
the axis of the level in terms of scale divisions is ^ (w — e) ; for 
the second position it is § (w/ — cO- The mean of the two is the 
iQctination of the transit axis, free from errors of adjustment of 
the level. K b represents the inclination, then 
b - Hi (■«-e)+.i («>'-''}] 
-IKit + aiO-Ce + «')]. 
If rf is the value of one division of the level scale expressed in 
seconds of arc, then 6 in seconds of time is 

j-|-[(»+»0-(e + ^)l, [18I 

00 
in which the scale <li\'iaons are supposed to be numbered each 
way from zero; 6 is positive if the west end of the axis is too high. 
If, however, the divisions of the level are numbered continuously 
from one end of the tube to the other, the equation is 

b^£[(w-w')+ie-e')], M 

in which the primed letters refer to that position of the level in 
which the zero of the scale is west. 

64. IHvot Inequality. 

If the pivots are found to be unequal in diameter, then the 
t^jparcnt inclination as found from the level readings must be 
corrected by a quantity p, which is the inequality as foimd by a 
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Special set of readings of the level. If p, and 0. are the inclina- 
tions as derived from the level readings, and b. and 6. the true 
inclinations for the two positions of the axis, 

4 
also h, = p, + p ( 

and K = &<. — p- S 

To determine the effect of this inclination error on the observed 
time of transit of any star, let S (Fig. 44) be the star observed, 
and let BS be the path of the vertical thread, inclined to the true 



[« 




Fig. 44. 

vertical at an angle 6. In the triangle PES the angle at P is the 
error which is to be computed. The angle at H is &; P5 is the 
pokr distance, or 90° — 5; HS is the altitude (nearly), or 90" — f. 
From the triangle PBS, 

sinP _ sin H5 

sin fl sin ^5 ' 

or P = 6 cos f sec 3 (approx.) 

= b-B. [21] 

The factor B may be taken from Table III when the zenith 
distance and the declination of the star are known. 
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65. CoUimation Coirectioii. 

The correction to the observed time is cC, c being the constant 
angle between the collimation axis and the mean thread, expressed 
in seconds of time, and C the collimation factor, varying with the 
position of the star. The colli- p^ 

mation constant c may be found 
by special observations, but is 
usually computed from the time 
observations themselves, as ex- 
plained later; it is considered , 
positive if the line of sight is ' 
east of the true position whea 
the clamp is east. 

In Fig. 45, P is the pole, S the star, PN the meridian, and SL 
the trace of the thread all points of which are at the same dis- 
tance (c) from PN. The error is the angle P. Since the an^e 
N is 90°^ 

_ anSN _ sine 
sin PS cos S 
or P = c sec 5 = cC. [22] 

The collimation factor C will be found in Table III. 

66. Azimuth Correctioa. 

The error of setting the instrument in the meridian is measured 
' by the constant a, the azimuth of the axis of collimation expressed 
in seconds of time. This constant is derived from the varia- 
tions in the observations themselves. In Fig. 46, P is the pole, Z 
the zenith, and 5 the star. In the triangle PZS, P is the re- 
quired correction, and S'ZS is a, the azimuth error. Applying 
the law of sines, 

sinf _ sing 
sin5'Z5~cos5' 
or P = a sin f sec 5 

= a'A. [23] 

The azimuth factor A may be taken from Table in. The con- 



sin P = 
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stant a is positive when the plane of the axis of collimation is east 
of south. A is positive for all stars except those between the 
zenith and the pole. 




Fig. 46. 



67. Rate Correction. 

In order to compute these corrdctions it is necessary to reduce 
all observations of the chronometer correction to some definite 
epoch, for example, the mean of all the observed times, so that 
variations in the chronometer correction itself will not afEect the 
determination of the transit errors. This is done by iq)plying 
the correction 

R = il- T.) n, [24] 

where t is the chronometer time of transit, 

Ta is the mean epoch of the set, 
and f» is the hourly rate of the chronometer, positive if losing, 
negative if gaining. 

68. Diurnal Aberration. 

The motion of the observer due to the diurnal motion of the 
earth makes all stars appear farther east than they actually are; 
in other words it apparently increases their right ascensions. The 
amount of the correction is expressed by the equation 

K = o'.02i cos ^ sec 5. [25] 
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This formula may be derived as follows : the velocity of a pmnt 
on the earth's equator (toward the east) is 0.288 mile per second. 
For any other latitude the velocity is 0.288 cos 4 mile per second. 
The velocity of light is 186,000 miles per second, and the angular 




Equator 
Fig. 47. 



displacement (k) of the star toward the east p<Hnt of the horizon 

is therefore equal to tan"' „, . The effect on the ob- 

^ 186,000 

served time is the angle k at the pole. Fig. 47. Hence 



sin 90° cos S 
or ic = o"-3i9 cos ^ sec 5 

— o'.02i cos ^ sec 5. 
Values of this correction will be found inTable IV, 
69. Formula for the Chronometer Correction. 
The true sidereal time, or right ascension of the star, is given 
by the equation 

a = t + inT ->r K -\- R -\- Aa + Bb -\- Cc, [26] 

in which / is the mean of the observed transits and AT is the 
chronometer ' correction. Since the corrections for aberration, 
rate, and inclination may be found directly, they are applied to 
t at once. If we call d the value of t thus corrected, then 

a- W = i)T + Aa + Cc, 
or iiT = {a- h) - Aa- Cc. [27] 
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70. Method of DeriTing Constants a and c, and the Chro- 
nometer Correction, AT. 

The method shown in the following table is the one used when 
the observations are made with the transit micronometei and 
when the latitude is less than 50°. For greater latitudes the 
observations are reduced by the method of least squares. 

COMPUTATION OP TIME SET. 

IStation, Key West, Florida. Date, Feb. 14. igo?- Set, i. Observer, J. S. 

Hill. Computor, J. S. Hill.] 



I. S Monocer. . . 

1. i^Aurigae... 

3. 18 Uonocei.. 

5. { Geminor.. 

6. fijAurigM... 

g. jlCan. Min. 

9. aCsn. Min. 

10. G«inini>T.. 



+ I.J3-0 

:g9aw -o.ij-o 
Sj+o-SSOj +1.63-0 



The serial numbers in the lower part of the table show the 
order of the different steps of the computation. Equation i is 
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obtained by taking the terms corresponding to the three southern- 
most stars (that is, Nos. i, 3, and 5), substituting the sums of 
these numbers in the equation ^T + Cc -t Aa — (a ~ ii) =0, 
and treating this result as though it were the equation for a single 
star. Equations 2, 3, and 4 are found in a similar manner. This 
gives four equations for the twelve stars, two for each half-set. 
Since there are now as many equations as there are unknowns, 
the quabtities c, aw, as, and AT may be found by solving these 
equations simultaneously. Notice that in this solution 15* has 
been dropped from AT, and that St is the small correction which 
must be added to 15* to obtain AT. 

The following method of deriving the constants and the 
chronometer correction without employing least squares is 
apphcable when the two groups of stars have A factors which are 
not so nearly balanced, or where the list of observed stars con- 
sists of one slowly-moving (azimuth) star and several time stars 
in each half-set. This method gives, by a series of approxima- 
tions, very nearly the same result that would be obtained by the 
method of least squares. The various steps in the computation 
are shown in tabular form in Fig. 48. 

The formulas on which the method is based are as follows : 
For each star we may write an equation of the form 

a - h - AT +Aa + Cc. [28] 

Then for the east and west groups we have 

(a — ti)w = AT" + A^Ow + Ch-c, } , , 

(« - /i)e = at -H Aw^e + Cec. i ^' 

Assimiing at first that a^ and a^ are equal, we find an approxi- 
mate value of c by subtracting the second equation from the 
first. Solving for c, we find 

Cw — Cb 
In the above example, 

IQ.2S — lO-I? 

c = ^ ^ , ^ ' = +0.03. 
1.42 -I- 1.34 
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Using this approximate value of c, the last terms in Equations (a) 

aie computed and subtracted from {a — ti) in each case, leaving 

tlie equations in tlie form 

(a — h — Ct) = AT + Awaw- 

Taking each half-set separately, and also grouping the azimuth 

star and the time stars separately, we have for the next group 
(« - /i - a) = AT + (Awaw) az, > ,,, 

(a -h - = ir + iAwaw) time, ) . ^ 

and a similar pair of equations for the second position of the axis. 

From Equa. (b) we derive 

In the example, 

^^_ .9.98-.9... _ 

— 0.96 — 0.03 

J 20.74 — 10-21 , 

and aw = — ^ ^ — = —0.70. 

-2.05 +0.03 

Emploj^ng these approximate values of ag and aw, the Ao cor- 
rections are computed and subtracted, giving the value in the 
column headed a — h — Q — Aa. For the time stars these 
values are 19.23 and 19.19. Since these values do not agree for 
the two positions of the instrument, the value of c is evidently in 
error, A second approximation must be made by treating the 
difference of these numbers {0.04) as an error in c and obtaining 
a correction to c by the same process that was used in finding c in 
the first instance, that is. 

Correction to c = -2i_2 2i^ = —0.014. 

1.42 + 1.34 

Hence c = +0.03 — 0.014 = +0.016. 

With this improved value of c new values of Og and aw are com- 
puted as before. The second values are oe = —0.768 and aw = 
—0.772. Using these values, the chronometer corrections are 
found to agree, and hence no further approximation is necessary. 
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The arimuth aod collimation corrections are now found for each 
star, as shown m the upper part of the table. The meaa of the 
^T's for all the stars is the chronometer correction for the mean 
of the observed times. The residuals (n) are computed by sub- 
tracting AT for each star from the mean of the AT"s for that 
group. These should add up nearly to zero. 

Whenever the most accurate results are desired, the computa- 
tion may be made by the method of least squares. For the 
details of this method see Coast and Geodetic Surv^ Special 
Publication No. i4,p. 41. 

71. Accuracy of Results. 

The error in the computed value of AT due to accidental errors 
alone may be kept within a few hundredths of a second. Ob- 
servations made by the key method may be subject to a large 
constant error, the observer's personal equation, which may be 
several times as large as the accidental error. Observations 
made with the transit micrometer aie nearly free from personal 
errors. 

72. Determination of Differences in Longitude. 

The determination of the difference in longitude of two stations 
conasts in measuring the difference between the sidereal times 
at the two places. The method almost exclusively used for 
accurate longitudes in places where a telegraph line is available 
is that in which tlie times are compared by electric signals sent 
over the telegraph line. TOreless apparatus may be used for 
this purpose, but it has not as yet come into general use, probably 
because it is not as economical as the ordinary lines. The 
method used at present by the Coast Survey differs considerably 
from the old method, owing to the introduction of the transit* 
micrometer. 

According to the usual program each observer, provided with 
transit, chronometer, and chronograph, determines the local 
sidereal time by the method previously described; then the two 
chronometers are compared by means of arbitrary signals, which 
are sent over the telegraph line and recorded ^multaneously on 
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both chronc^rapbs; and, finally^ each observer again detennines 
tlie local sidereal time. 

According to the Coast Survey instructions (Spec. Pub. No. 14) 
each half -set should consist of from 5 to 7 stars preferably 6), 
all of these to be time stars (no azimuth star). The algebraic 
sum of the azimuth factors (A) should be less than unity. Four 
half-sets are observed during an evening, and the telescope axis 
is reversed before each half-set. The observers do not exchange 
places during the occupancy of the station, as was formerly the 
practice. Observations on three or four nights usually give the 
desired accuracy. 

Fig. 49 shows the switchboard and the arrangement of the 
electric circuits required in longitude observations. When the 
observer is makit^ observations for time, the circuit is arranged 
as shown in Fig. 42. 

Fig. 50 shows the circuit as arranged during the exchai^e of 
arbitrary signals. These signals are made by tapping the agnal 
key in the main-line circuit. Half of these signals are sent by 
the eastern observer, half by the western, in order to eliminate 
the error due to the time of transmission of the signal. The 
chronometers mark the record sheets while the signals are being 
sent, so that the time of each signal may be read from ^ach 
chronograph sheet. The difference in longitude is found from 
interpolated chronometer corrections. 

73. ObeervatiODS by Key Method. 

If the transit micronometer is not used, the selection of stars 
must be modified so as to allow more time between observations. 
Since the observations will be subject to the personal errors of 
both observers, it is important that the observers should exchange 
places at the middle of the series, so that their relative personal 
equation will enter the latter half of the observations with its 
algebraic sign changed. The arrai^ment of the circuits is 
shown in Fig. 51, in which an observing key replaces the relay and 
circuit of the transit micrometer. 
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74. Coirectioii for Vaiiatioo of the Pole. 

The periodic variation of the position of the pole aSects all 
observations foi longitude and must be allowed for by applying 
the corrections given in tables published annually by the Inter- 
national Geodetic Association. (See Art. 81, p. 106.) 

75. Determination of Latitude. 

The method which has been chiefly used in this country for 
detennining astronomical latitudes for geodetic purposes is tliat 
known as Talcott's (or the Harrebow-Talcott) Method. The 
instrument employed is the zenith telescope, illustrated in Fig. 52. 
The principle involved is that of measuring, not the absolute 
zenith distances of stars, as Is done with the meridian circle, 
but the small difference between the zenith distances of two stars 
which are on opposite sides of the zenith. By a proper selection 
of stars this difference in zenith distance may be made so small 
that the whole angular distance to be measured comes within 
the range of the eye-piece micrometer, which for most instru- 
ments is about half a degree. A sensitive spirit level attached 
to the telescope serves to measure any slight change in the in- 
clination of the vertical axis of the instrument between the two 
observations on a pair of stars. The accm'acy of the results 
obtained by this method is superior to that of every other field 
method, and compares favorably with the results obtained with 
the largest instruments. 

The horizontal axis of the telescope is very short as compared 
with that of the transit instrument; small errors in the inclination 
of the axis, however, have very little effect upon the results; a 
close adjustment is therefore unnecessary. Since the instrument 
is used in the plane of the meridian and must be quickly turned 
from the north side to the south, or vice versa, the horizontal 
drcle is provided with stops which are adjustable, so that the 
telescope may be quickly changed from one side of the zenith to 
the other. The micrometer, placed in the focal plane of the eye- 
piece, is set so as to permit of measuring small angles in the verti- 
cal plane. The head of the screw is graduated to read to about 
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o".5 directly and to o".os by estimation. The spirit level has an 
angular value of one (2"") division equal to about i".s. 

76. Adjustments of the Zenilb Telescope. 

When the instrument is in perfect adjustment, the plate levels 
should be central in all aumuths as the telescope is turned 
about the vertical axis. The leveling may be perfected by use 
of the more sensitive latitude level. The horizontal axis must 
be at right angles to the vertical axis. The movable micrometer 
threads must be truly horizontal. They may be adjusted by a 
method similar to that used in adjusting the engineer's level — 
by swinging the telescope horizontally through a small angle and 
observii^ whether the thread remains on a fixed point. The 
collimation adjustment should be made in the same manner as in 
a transit, but is not of so great importance. Allowance must be 
made for the eccentricity of the telescope when making the colli- 
mation adjustment. The value of one turn of the micrometer 
may be determined approximately by observations upon a close 
drcumpolar star near its elongation. The most satisfactory way, 
however, is to derive the value of one turn from the latitude 
observations themselves, by the method of least squares. The 
value of one division of the latitude level may be determined by 
means of a level trier, or it may be found by varying the inclina- 
tion of the telescope and employing the eye-piece micrometer to 
determine the amount of this inclination by observations on a 
terrestrial mai^. 

When in use the instrument is mounted on a wooden or con- 
crete pier. It is usually protected by a tent or-other temporary 
shelter. 

In order to make the observations, it is necessary to have a 
chronometer regulated to local sidereal time with an error not 
exceeding one second of time. 

77. Selecting Stars. 

The list of stars in the American Ephemeris will not ordinarily 
be sufficient for latitude observations, on account of the exacting 
nature of the conditions. It will be necessary to consult such 
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star catalogues as Boss's Preliminary General Catalogue of 6188 
stars for the Epoch igoo, or one of the Greenwich catalt^ues. In 
order to keep the zenith distances within the required limits, it 
will often be necessary to observe on stars which are much fainter 
than those used for time observations. The pairs of stars selected 
should, if possible, differ by less than 20" in their right ascension 
and by less than 20' in their dechnations. The actual zenith 
distance of a star should not exceed 45°. Following is a speci- 
men star Ust for zenith telescope observations. 

OBSERVING LIST (FORM i). 

[St. Anne, 111., June 25, 1908, Zenith telescope No. 4. ^ = 4i°ai'.3. 

Search factor •• 2 ^ — 81° 03'.] 



n 


S 


si 


ii 




111 


a 


U 


II 




1 


43^7 
4379 




S 
9 


k m 1 

16 55 " 

17 II S3 


S2 II 


8232 


81 so 


-13 


-17 


?■ 


41 16 


38 


4441 
4494 
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17 28 13 
17 42 04 


S3 SO 
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82 18 
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+20 
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12 41 


30 


4623 
4651 
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18 13 J2 

18 .8 45 


64 21 
17 47 


463s 


81 09 


+ 6 


+ 8 
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23 18 


a4 
16 


4669 
471 1 




9 
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18 21 26 

18 31 5^ 


29 47 
52 17 


22 30 


82 04 


+ I 


+ I 


S 
N 


11 IS 


20 



• a — number of turns of the micionieter screw in one minut* of arc - 1.34. Tfie value ol 

78. Making the Observations. 

In observing on a pair the hnder circle is set for the mean of the 
two zenith distances, and the level is brought nearly to the center 
of the tube. If the northerly star of the pair culminates first, 
the telescope is set on the north side of the meridian by means 
of the azimuth stop. When the star enters the field, the observer 
bisects it with the micrometer line. If a pair of lines is used, the 
star is centered in the space between the two. When the star is 
on the meridian, as shown by the chronometer reading, the bi- 
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section of the star is perfected; the latitude level is read im- 
mediately, and then the scale of the micrometer screw. As soon 
as these readings are recorded, the telescope is turned to the south 
side of the meridian and the bubble is brought to the center, if 
necessary, by movii^ the whole telescope. In leveling the 
bubble the tangent screw of the setting circle must not be dis- 
turbed in any case, because the accuracy of the method depends 
upon preserving a fixed relation between the direction of the 
zero micrometer reading and the axis of the latitude level. The 
slightest change in the angle between these two during the ob- 
servations on a pair will render the observations worthless. 
When the southern star appears in the field the pointing and the 
readings are made exacdy as for the northern star. 

79. Formula for the Latitude. 

The principle involved in this method may be seen in Fig. 53, 
The latitude, EZ, as derived from the southern star, is 

EZ = ES.+ S^, 
or * = 5. + t„ 

and from the northern star it is 

EZ = ES.- ZS„ 
or ^ - 5, - J-,. 




The mean of the two values of ^ is 



[29I 
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If we let 

n, and s, = the level readings for the southerly star, 
n„ and s, = the level readings for the northerly stax, 
d = the angular value of one division of the level, 
r, and r„ = the refraction corrections, 
M, and 3f„ = the micrometer readings, 

and R = the value of one turn of the micrometer, then the 

latitude is determined by the equation 

4>=-(S.+K) + -(M.-M^).R + -{(n.+nn)~(s.+s.)\ 

2 3 4 

+ \{r.-r.). [30I 

This formula applies .when the zero of the level scale is in the 
center of the tube. If the zero is at the eye-piece end of the 
tube, the level correction is 

+ ;!(». -«.) + (s.-s.)l. 
4 
If for any reason the observations are not made when the star is 
exactly on the meridian, another term must be added to the abofve 
formula; this will be of the form + ^ (m, + nu) when m, and m, 
are the reductions of the measured zenith distances to the true 
zenith distances. (See Special Publication No. 14, p. 119,) For 
the application of least squares to the computation of latitude see 
Chauvenet, Spherical and Practical Astronomy ; Hayford, Geodetic 
Astronomy ; and Coast and Geodetic Survey Special Publication 
No. 14. 

So. Calculation of the Declinations. 

When the stars selected are not found in the Ephemeiis, it 
will be necessary to calculate the apparent declinations for the 
date of the observation. Formulse and tables for making these 
reductions will be found in Part II of the Ephemeris. See also 
Coast and Geodetic Survey Special Publication No. 14, p. 116. 

81. Crarection ftn* Variation of the Pole. 

The observed latitude may be in error by several tenths of a 
second, owing to the fact that the observed value necessarily 
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refers to the podtion of the pole at the date of the observa,tioTi, 
whereas the £xed value of the latitude of a place is that referred 
to the mean position of the pole. Fig. 54 shows the plotted 
positions of the pole for every 0.1 year during the period 1900.0 
to 1906.0 (Jordan). The coordinates of the instantaneous pole 




Fio. 54. Motion of the North Pole, 1900 to 1906. 

and data for correcting observed values are published annually 
by the International Geodetic Association, and observations may 
be referred to the mean pole by employing these tables. 

82, Reduction of the Latitude to Sea-Level. 

In order that all latitudes may refer to the same level surface, 
they are all reduced to their values at sea-level. If we suppose a 
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lake surface, in the northern hemisphere, to be at a great height 
above sea-level, then it may be shown that the northern end of 
this lake surface is actually nearer to the surface of the sea than 
is the southern end of the lake surface. If we imagine a series 
of such surfaces at varying heights above sea-level, it is obvious 
that the vertical is a curved line, since it must at every point be 
normal to the level surface passing through that point. Evi- 
dently this curved line is concave toward the earth's rotation 
axis. To correct an observed latitude at elevation h to the cot- 
re^wnding latitude at sea-level, it is necessary to apply the 
correction 



A^ = — o".052 A sin 2 ^, 



l3>l 



where k is in thousands of feet. If h is expressed in meters, the 
formula becomes 



A^ - 



-0.000171 A sin 2 ^. 



l3»l 



(See Art. 170, p. 256.) Values of this correction will be found in 
Table VII, Below is an example of the form of record and com- 
putation of latitude from Special Publication No. 14.) 



RECORD OP LATITUDE OBSERVATION. 

{Station, St. Anne. Date, June 25, 1908. Chroii<»neter, 2637. Observer, 
W. Bowie.] 



No.o( 

pair. 


Star 

Bom 

cat. 


Not 

s. 


Mfciometer. 


■™,. 


Chro- 
eter 

nation. 


Chro- 
timEof 


Meri. 

diaa 

ttmce. 


Re- 

nuirlo. 


^ 


DiV». 


North. 


^... 


■■ 


4623 
4651 


-N 
S 


S4 
16 


88:^ 

66.0 


41.2 
103,! 


■42.S 

'V, 

71.0 


• 


18 13 18 
18 18 39 


• 


+ i6t 
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ACCURACY OF THE OBSERVED LATITUDE 
LATITUDE COMPUTATION 



Date. 


Catoloeue. 




Lev«I. 


Merid- 
ian di* 






Star 


Hot 
S. 


Rading. 


Diff. Z. D. 


N. 


s. 


Diff. 




.908. 

June 15 


46S1 


N 
S 


14 88. 
16 66 ,c 


1. d. 
-8 aa.a 


42.2 
103.3 


42,6 
71.0 


-I. OS 


S. 


64 21 59.53 
17 46 48.62 


Sum and half 


ComcUons. 


Latitude, 


RemarlB. 


„,™„. 


Level. 


Rdrao 


Meridian. 


82 oS 48. IS 
41 04 24.08 


}-3 03.56 


-0.39 


-0.06 




41 01 SO, 07 





83. Accuracy of the Observed Latitude. 

The latitude may be detennined by this method with a prob- 
able error of from o",3 to o".4 from one pair of stars. The final 
value for the latitude of the station determined from as many 
pairs of stars as can be observed on one night may be foimd with 
an error of from o".o5 to o".io (or 5 to 10 feet). It is not consid- 
ered advisable to observe the same pair of stars on several 
nights, as was formerly the practice, owing to the comparatively 
large errors in the declinations themselves. The present practice 
is to observe each pair but once and to observe such a number 
of pairs that the uncertainty of the final latitude is not greater 
than o",io. 

In view of the fact that nearly every latitude is aflfected by a 
station error which may amount to several seconds, and that the 
real object of the observation is to determine this station error, 
it is better to detennine a large number of latitudes with the 
degree of accuracy above mentioned than to attempt to di m i ni sh 
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the error of observation and occupy but a small number of 
stations. This results in the practice of occupying stations but 
one night, unless for some reason it is apparent that the required 
accuracy will not be reached without additional observations. 

84. Determination of Azimuth. 

When determining an azimuth for the purpose of orienting a 
triangulation system, the observer usually has a. choice of several 
methods, all of them capable of yielding the required accuracy, 
for exam.ple, (i) measuring the aiigles between a circumpolar 
star and the triangulation lines. by means of the direction in- 
strument, (2) measuring from a triangulation station to a cir- 
cumpolar star with the repeating instrument, or (3) measuring 
from a circumpolar star to an azimuth mark with the micrometer 
of a transit instrument. In all determinations of azimuth it is 
necessary to know the local time in order to compute the azimuth 
of the star. This must be found by special observations, unless, 
as is often the case, the longitude is being determined at the same 
time and the chronometer correction is already known. For the 
purpose of orienting the primary triangulation it is necessary to 
determine the azimuth with an error -not exceeding o".5o. At 
Laplace stations (coinddent triangulation, longitude, and azi- 
muth stations), where the acciuuulated twist of the ch^ of tri- 
angles is to be detemuned, it is desirable to determine the azi- 
muth within o".30 or less. It is also desirable that the instru- 
ment station and the azimuth mark should both be triangulation 
stations. When horizontal angles are being measured at night, 
the azimuth observation is made a part of the same program by 
including pointings on a circumpolar star with ther^ular series 
of pointings on lights at the triangulation stations. An azimuth 
found by this method is more accurate than one determined by 
means of an auxiliary point and subsequently connected with 
the triangulation by means of a horizontal angle measured by 
daylight. 

On account of the slow apparent motions of stars near the pole, 
nearly all accurate azimuth observations are made on close dr- 
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cumpolars, since errors of the latitude and the time have less 
effect on the result than for stars farther from the pole. The 
stars ordinarily used for azimuth observations are shown in 
Fig. 55- 




Fig. 55. Circiunpolar SUn. 

85. Formula for Azimuth. 

In general all these methods consist in calculating the azimuth 
of the star at the instant of observation and combining this 
azimuth with the measured horizontal angle from the star to the 
station. The azimuth of a circumpolar star is found by the 
formula 

sinf 



tanZ= - 



■s^tanS — sin^cosf 



[331 



where Z is the azimuth measured from the north toward the east, 
and t is the hour angle. 
If Equa. [33] be divided by cos * tan 5, then 
cot 8 sec <^ sin t 



tanZ = 



I — cot 5 tan cos t 
-cot 6 sec .^ sinM J- 



[34I 
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convenient thaa Equa. [33]. 

86. Curvature Correctioa. 

In computing the azimuth of the star it would evidently be 
inconvenient to apply the formula to each separate ptanting on 
the star, on account of the large amount of computation. It is 
simpler and sufficiently accurate to calculate the azimuth of the 
star at the mean of the observed times of pointing, and then to 
correct the computed azimuth for the small difference between 
this azimuth and the mean of all the azimuths. The correction 
for this difference is 

2 sin^- 
Curvature Correction = -tanZ- V-: — —, [35] 

in which n = tlie number of pointings 

and T = the interval of time (in seconds) between the ob- 

served time and the mean. 
The sign of the correction is such that it always decreases the 
angle between the star and the pole. For the derivation of this 
formula see Hayford's Geodetic Astronomy, p. 213. The correc- 
tion may also be written in the form —tan Z [6.73672] - 2) '^■ 
(See Doolittle's Practical Astronomy, p. 537.) 

87. Correction for Diurnal Aberration. 

On account of the motion of the observer, due to the earth's 
rotation, the star is apparently displaced toward the east. The 
correction to the computed azimuth for the effect of this apparent 
displacement is given by the expression 

_ , ., „ cos Z cos ^ r ,, 

Corr, for Aberra, = o .32^ — ■ ■ [joj 

This correction is always positive for an azimuth counted clock- 
wise. For the derivation of this formula see Doolittle's Practical 
Astronomy, p. 530. 

" For a table of values of log _ see Special Pub. No. 14. 
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88. Level Correction. 

If the horizontal axis is not level when a pointing is made on the 
star, the observed direction must be corrected by the followiag 
quantity: 

Lev. Corr. =-[(»+«/)- (e +«')] tanA. [37] 

4 

For proof of this formula see pp. 55 and 87. If the level is 
graduated from one end to the other, 

(38I 

where w and e are read before, and u>' and e' are read after, the 
reversal of the striding level. If the azimuth mark is not near 
the horizon, it is necessary to apply a similar correction to the 
observed direction of the mark. The correction is to be added 
algebraically to readings which increase in a clockwise direction. 

89. The Directioa Method. 

In observir^ for azimuth by this method the observations are 
carried out almost exacUy as in measuring the angles of a tri- 
angulation, except that the chronometer is read whenever a point- 
ing is made on the star, and level readiiigs to determine the 
inclination of the axis are made just before or just after pointing 
on the star. The altitude of the star should be measured at least 
twice during the observations. In observing Polaris in coimec- 
tion with a number of triangulation stations, it is best to take 
the pointing on the star last. From twelve to sixteen sets should 
be made with the direction instrument, in order to secure the 
necessary precision. 

Following is an example of the form of record and computation 
of an azimuth by the method of directions. 
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HORIZONTAL DIRECTIONS 
(Station, Sears, Tei. (Triangulation Station). Observer, W. Bowie. In- 
strument, Theodolite t6S. Date, Dec. 12, 1908.] 
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COMPUTATION OP AZIMUTH, DIRECTION METHOD. 

[Station, Sears, Tex. Chronometer, sidereal 1760. ^ — 32° 33' 31" 



Instrument, theodolite 168. 


Observer, 


W. Bowie. 




.. 


Dec-M, 1 

■ 49 S0.8 

I ^ 41 9 

4''37'Sl".o 
88 49 rj.A 

S.3ID4 

9.80SI7 

999858 


I s6 ss 5 

1 36 41.9 

JO 13.6 

T''33'a4"-0 

8,3IJ14 

9.80SI7 
9.996JI 


3 16 31.0 

3 11 S1.6 
I 36 41.8 

II" 17' ST"." 

8.311M 

9-80JIT 


2 38 Sl^S 

1 3fi 41-8 

,g'03'as".s 

8.3UM 

9.80S17 
9.97811 


























8.IIS99 

0. 074354 
8.907064 


8.1361 

8 3ia43 

0.0743S4 

9.118948 

O.OOS573 


8,10891 
0.00S6.B 


8.313343 
9.490934 














7.399MI 
1 30 


7.SII134 


7,684330 
16 36.9 


7.883866 
I 3S 


A- Anmuth at Palarii.lrom north' 
DiffereoM in tinw between D. 








33 46 

JS3 01 39-6 


33 46 

go S8 11.3 


3J 46 


33 46 

O.TOI 

116 4S 48,6 












Corrected reading on PoUris 


z :;«:' 


86 sac6.3 
5 IS S.3 


3S1 S4 33.1 


M T^.l 




Diff(««*,mwk-Pola™ 


ITS 13 33.3 
06SO.8 

ISO 00 00.0 


378 IT 53.0 

II 09.J 


3T8 >3»-3 

16 36.9 

180 00 00.0 


rA 33 s8,. 

36IS.O 




ArimuthrfAllen 

(ClockwiBjfroraSoulh) 


98 o« 41.S 


98 o«43-8 


9S 06 43.4 


98 0643.1 



in reauli kim the above computation must be applied corrections for 
atricity (if sny) o[ Mark. 

' west of mrth. 

les sbonri in this lioe Hie Bctually bur times the inclination o( the 
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90. Method of Repetition. 

In observing by the repetition method the program given on 
p. 57 is followed, with the addition of readings of the chronom- 
eter and the stride level, taken when the telescope is pointii^ at 
the star. The altitude of the star should be measured, if possible, 
but may be computed from the known time if necessary. The 
verniers are read only at the beginning and end of a half set, as 
when measuring the angles of a triat^ulation. 

Following is an example of the form of record and computatioD 
of an azimuth by the method of repetition. 

RECORD — AZIMUTH BY KEPETITIONS. 

[Station, Kahatchee A- State, Alabama. Date, June 6, 1S08. Observer, 

O. B. P. Instrument, lo-inch Gambey No. 63. . Star, Polaris.] 

(One diTuian nriding level - 3 . "6tJ 



k in I 
. 14 46 3 



S6 I 
■ 14 S9 1 



14 S4 I 
- IS 04 4 



Circle readinga. 
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COMPUTATION — AZIMUTH BY REPETITIONS 
(Kahatchee, Ala. ^ - 33° i3'4o"-33] 



Date, 189S, set 

ChroDometer reading. . . . 
Chronometer correction. . 

Sidereal time 

o<rf Polaris 

/ of Polaris (time) 

I of Polaris (arc) 

i of Polaris 

log cot « 

tog tan 4 



14 S3 46. 

13 32 i6 

203 06' 34" 

S8 45 46 

8.33430 

9.S1619 

9.963670 



a. 33430 

9 g^TgS" 



log a (to five places) . . 



8.334305 
o -077535 

s-sesSjoM 



og {— tani4) {to 6 places) 

i = Azimuth of . Polaris, from 



logij^ 



7 47-7 "9 3 

s 09-7 53.3 



343-8 

57-3 
t.7S8 
9.758 



8 . 07063 s» 



46.8 
9.741 



Altitude of Polaris — A. . 

- tan h *• level factor 

4 

Inclination 

Level correction 

Angle, star — mark 



0.419 
+36 



Azimuth of mark E of N . . 



253 33 10,9 



mult from tbeabovf 



* UjquB il west « DorUi. 



wn tbe Above computatio] 
Buy) ol Moik. Coiry ti 



\o t«ntba oS secoodi only. 
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1)1. Micrometric Method. 

In employing this method it is necessary to place a mark nearly 
in the same vertical plane with the star at the time of the obser- 
vation. For greatest accuracy, as well as for convenience, the 
star should be observed when near its greatest elongation. Near 
culmination the star's motion will carry it beyond the range of 
the micrometer in a comparatively short time. The small 
difference in azimuth between the star and the mark is to be 
measured with the micrometer in the eyepiece of a transit in- 
strument. The instrument is clamped in azimuth, and the read- 
ings are taken in the following order : take five pointings on the 
mark; point toward the star and place the stride level in position; 
take three pointings onthe star with their corresponding chro- 
nometer times; read and reverse the stride level; take two more 
pointii^ on the star, noting the times; read the stride level; 
reverse the horizontal axis of the instrument in the bearings, 
point the telescope at the star, and place the level in position; 
take three pointings on the star, with chronometer times; read 
the level and reverse it; take two more pointings on the star and 
the times; read the level; finally, take five pointings on the mark. 
Three such sets will be found to require from thirty to fifty 
minutes' time." Either the altitude or the zenith distance of the 
star should be read twice during the set, in order that an altitude 
for use in calculating the azimuth may be interpolated. 

The angle given by the micrometer readings is in the plane of 
the Une of colUmation and the horizontal axis. To reduce this 
angle to the horizontal plane, multiply it by the secant of the 
altitude. Each half-set may be reduced separately. The alti- 
tude for the middle of each half set may be used for reducing to 
horizontal. The value of one turn of the micrometer screw may 
be found by observing a circumpolar star near culmination, or, 
better still, by measuring a small angle by means of a theodolite 
and then measuring this angle with the micrometer. 

Following is an example of record and computation. 
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92. ReductiOQ to Sea-Level. 

If the azimuth marit is at a. high elevation, the computed 
azimuth must be reduced to its value at the point where the 
vertical through the mark intersects the sea-kvel. This cor- 
rection in seconds is ' . 

H : — ;; • cos* * sin 2 a, [39] 

2 asm I 

in which A is the elevation, ^ is the latitude, a is the azimuth, and 

e and a are for the Clarke Spheroid of 1866 (see Art. 102^ 

p. 136). If A is expressed in meters, this becomes 

+o".oooio9 h co^ ^ sin 2 a. [40] 

(log of 0.000109 = 6.0393 — 10.) 

If the mark is either northeast or southwest of the observing 
station the observed azimuth must be increased to obtain the 
correct azimuth; if the mark is northwest or southeast, the ob- 
served azimuth must be decreased. 

Reduction to Mean Position of the Pole. 

The observed azimuth must be reduced to its value corre^xind- 
ing to the mean position of the pole. In latitude 50° (northern 
United States) this correction may be as great as half a second 
(see p. 107). 

PROBLEMS 

PrcMtM I. What should be the linear distance between the vertical threads of 
a transit having a.jo-iDch focus in oider to give i*.5 iat«rvab of time between 
threads for ao equatorial star? 

Probtem 2. The following readings were taken to determine the pivot inequality 
ofatiansit. Clamp east, level direct, w = 43S.« " 34.0; level reversed, w — 36.7, 
e — 41.0. Clamp west, level direct, w — jg.i, e — 37.0; level reversed, id — 34.2, 
e — 41.8. The value of one division of the level is o".7S. This level has the zero 
at the center and is numbered both ways. Find the pivot inequality. 

If a star is observed with the tran^t in the position damp east what is the levd 
correction to the observed time of transit if a — +30° and 4 — +40°? 

Frobttm 3. If the coUimation axis of a transit has a true bearingof So'oo' 15" E 
what is the correction to the observed time of transit of a star if f » -|- 39' and 
* - +30'? 

PnbUm 4. If a latitude is found to be 36" 49' so".36i at an altitude of 6350 feet 
what will this latitude be when reduced to sea4evel? 
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Probtem 5. Compute the Utitude from the followmg leoith tekicope obaemr 

Stai No. iii;, xiuth; chi. time 13* 37"; nucrometcr i6'.o63i level, d 83^, ■ 30.0. 
Star No. 3141, north; cht. time, 13* 43"; micrometer, t3'.5o4; level q 31^, » 83.5. 
Eye{Mece oa side toward micrometer bead; level zero on side opposite to eyepiece. 
Dedinatkm of ins, '»8°34'o9".8o; declination <rf J141, ig'oo'aS.So. One 
divisioD of latitude level - i".oo. One turn of micrtHneter — a'.sS9- 
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CHAPTER V 

PROPERTIES OF THE SPHEROID 

93. MaUxematical Figure of Oie Earth. 

In calculating the positions of survey points on the earth, it is 
necessary to consider these points as lying upon some mathe- 
matical surface, like the sphere or the eUipsoid, taken to repre- 
sent the figure of the earth. This is accomplished by projecting 
the position of the station vertically downward onto the surface 
in question. The actual shape of the earth's surface is quite 
irregular and, from the nature of.the problem, can only be de- 
termined approximately. But even if it could be found exactly, 
it woiild not be adapted to the purpose of computation. For 
this reason it is necessary to select some figure, the use of which 
will simphfy the computation, but which will nowhere depart 
from the true figure by an amount sufficient to produce serious 
errors in the results. The figure generally adc^ted is the oblaie 
spheroid or eUipsoid of revolution. Such a figure is generated by 
rotating an ellipse about its shorter axis. This surface ap- 
proaches much nearer the actual figure of the earth than does the 
sphere, but perhaps not quite so near as an ellipsoid of three un- 
equal dimensions. The latter, however, would be an incon- 
venient figure to use, and the gain in accuracy would be very 
slight. 

The oblate spheroid is an ellipsoidal surface with two of its 
axes equal, but with the third axis, about which the figure rotates, 
shorter than the other two. All plane sections of such a surface 
are ellipses, except those cut by planes perpendicular to the rota- 
tion axis. Sections through the rotation, or polar, axis are 
ellipses whose major axes are the equatorial diameter, and whose 
minor axes are the polar diameter, of the spheroid. The nature 
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ntCWERTIES OF THE ELLIPSE 



123 



of this surfara will be imderstood best if we investigate first the 
properties of the ellipse which generates the spheroid. 

94- Properties (tf the Ell^Be. 

In Fig. 56, PP* is the polar axis of the spheroid, and ££' is any 
one of the equatorial diameters. F is one focus of the ellipse. 
At M, any point on the curve, the line MA is drawn tangent to 
the ellipse; MB is perpendicular to the tangent, that is, normal 
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Fig. s6- 

to the curve. MR is the direction that the plumb line at if is 
supposed to assume unless deflected by local causes, such as 
variations in density. The distance MH (-JV), terminating in 
the minor axis, is called the normal. MD (=») is the normal 
terminating in the major axis. The angle made by the normal 
with OEf, that is, with the plane of the earth's equator, is the 
geodetic laiUude (^).* The angle made by MO with OE is the 
geocen^ic latitude (^). 

Another ai^e which is of importance in the geometry of the 
ellipse is the eccentric angle, or reduced laHUtde, $. It is the angle 
EfOm, Fig. 57, in which M is any point on the ellipse, MN- is 

* The attrtmomical laSlude \s the angle made by tbe actual direction of gravity 
^umb line) with the plane of the equator. 
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peipeodicular to OE!, and m is the point where this perpendicular 
cuts the drcle whose center is and radius OE!. 

The equation of the ellipse whose major and minor s^niazea 
are a and b, referred to its own azes as coordinate axes, is 

To determine the coordinates of any point M (Fig. 56), in terms 
of the latitude, differentiate this equation and the result is 

X 0' fiy , 



« 




Since the tangent line to an ellipse ma^es an angle with the axis 

of X whose tangent is -^, 
ax ■ 

tan (90°+*) = -:^' 
ax 

dx 

or tan^ = — -— . 

dy 

The eccentricity e is the distance from the focus to the center 
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or 5-^-*'- 

Therefore (i) may be written 

2= (i-(!«)taii*. (a) 

From tlie equation of the ellipse, 

»'+7^-»'- fa) 

Squaring (2) and substituting in the result the value of y from 
(3), we obtiun* 

VI— ^smV 

and y = ) / . , -• M2I 

VI - ^sm*0 

gs. Radius of Curvature of the Meridian. 
To find the radius of curvature of the meridian (Rm), apply the 
general formula 

^ h(S)T. 

* The lelation i + tan' t = 9ec' ^ is used in this transformation. 
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Differentiating this equation, we have 






off 

r J."' ''I' 



Therefore R^= - *• (, — '■ 

ay 



r a'(i - «')'siii'» bVms'4, ]' 
L I — c' sin' ^ I — e* sinVJ 



Then, smre J" = uMi - «■)> 

J, "(■-«') . c„i 

*•' (i-e-sm'*)} '«' 

Values of log R„ will be found in Table X, 

96. Radius of Curvature in the Prime VerticaL 

The radius of curvature of the surface of the spheroid in a plane 

at right angles to the meridian may be proved to be equal to the 

length of the normal (N) terminating in the minor axis. If a 

central section be taken through a point M and perpendicular to 

the meridian, and the radius of curvature of this ellipse at point 

M be computed, it will be found to be p = — ^ —^ — 

cos ^ sec ^ 

According to Meunier's theorem the radius of curvature of the 

normal section equals the radius of curvature of this central 

section divided by the cosine of the angle between the two planes, 

* The negative sign uuUcaitea only the direction of bending. It b ciistomM7 to 
regard the value of J^n as positive. 
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that is, by cos (<f> — il/). Hence the radius of oirvatixre of the 
prime vertical section is N. 

To show this geometrically, let A and B in Fig. 58 be two points 
on the same parallel of latitude. The normals to the suriace at 
A and B always intersect at H on the minor axis. Let C be a 
point on the prime vertical section through A , and also on the 
meridian of B. The normals at A and C intersect at some point 
K above H. K is approximately the center of curvature of the 




Fig. 58. 

arc AC. When the meridian FBC is taken nearer to A, points 
A and C approach each other, the intersection of their normals 
approaches the true center of curvature, and the length CK 
approaches the true radius of curvature. But the nearer C 
approaches A, the nearer it approaches B. Hence CK must 
ultimately coincide with AH; that is, H is the point toward which 
the center of curvature is approaching and the normal N is the 
radius of curvature of the prime vertical section at A . 
From Fig. 56 it is evident that 

N = -^ ■ 



Values of log N will be found in Table X. 



[44] 
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The nonnal termin&tmg in the f^mi^ fixis is 

« = ^2 ;<^-^> =jy(i-rO. Usl 

sin* Vi-«asinV 
The radius of the parallel of latitude ( =■ x) is given by 

R,^ NCOS *. [46J 

97. Radius of Curvature of Nonnal Section in any Azimuth. 
Having found the radii of curvature of the two principal sections, 
it now remains to find a general expression for the radius of cur- 
vature in any azimuth, and it will be shown that this may be 
expressed in terms of the two radii already found. 
The equation of the spheroid is 

a* o* 6* 
or HW + 6^1' + -iV =- fl't*. (a) 

In Fig. 59 the Zi-axis coincides with the polar axis of the spheroid. 
If Jf be any point on the meridian ZiM, and MY any section cut 
by a plane through MH (the normal) making an angle or with the 
meridian, then the equation of the spheroid may be transformed 
so as to refer to the origin C and the new Z axis CM. Let the 
coordinates of any point P be Xi, yi, Zi, and let the new coordi- 
nates be X, y, z. Then, from Fig. 59, the relation of the new, 
coordinates to the old is given by 

xi = OG = OC + x + z cos ^ +y cos a sin * 
= Ne^ cos + a: 4- 8 cos <t> + y cos asin^, 

yi = y sin a, 

Zi = zsin<t> — y cos a cos *. 
Substituting these values in (a), 
6^ (Nt? cos ^ +x + z cos if> + y cos a sin 0)' -|- 6V sin* a 

+ o' (z sin — y cos a cos 4>y = a'ip*, 
which is the equation of the spheroid referred to the new axes. 
If X is made equal to zero, then P will be on the curve MY, and 
the equation becomes the equation of this plane section, that is, 
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6* (iVe* COS ^ + 8 COS * +>'co3asm^)' +6Vsin*a 

+ o*(2sin* — ycosacos^)* - oV, 
the equation of the ellipse MY. 




Fig. 59. 

To detennine the radius of curvature at Jf it is necessary to 

find V and -r-i and to substitute these values in the general 
dy dy 

formula foi radius of curvature. 
E:qtanding the last equation, collecting ttnas, and dividing 

through by a*, 

yj[i ~t?(i -cos*acos*0)l+z*(i -e*cos*«) 

— yg (2 c* cos a ^ COS 0) + 2 y (i — e*) • ^ • e* cos a sin ^ cos <p 
+ 2se»(i -«^.JV.cos**= (i -(^)(fl*- Are*cos*0), 
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or, in abbreviated form, 

fA+^B-ysC-\-2yD + 2zE<=P. 

Differentiating this equation, y being taken as the independent 

variable, 

2yA+2Zy-B-Cy~-Cz-^D+E^ = o. 
ay ay ay 

Differentiating again, 

|(,^.-c,+E, = -(,.+,B(|;_.c|), 

^z \dyl dy 

if~ 2Be-Cy + E 

For point M,y = o and s = » = iV (i — e*). Therefore 
ds _ 
iy 
N(i—t?) (2c'cosQ;sm^cos^) — 2(1— g')iVe'cosasin^co3^ 

2Bz-Cy + E ~°' 

J; _ _ 2[i -«■(,- cos' » cos' ril 

df 2N(i -«")(! -«'cos'*) + 2e'(i-e')cos'*.Ar 

_ I — e' -t^e'cos'gcos'^ 

JV (i - e") 
_ (i — e') (sin'tt + cos' a) + e'cos'a (i — sin'^) 

iV(i-0 
(i — e')sin'g + cos'« — cos'a •g'sin'^ , R„ 

-^cos'<»(i -e'sin'*) 



NR. 
R.sia'a + Ncos'e, 
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Substituting tliese differential coeiBcients in the usual formula 
for radius of curvature, we have 



NR, 



(47I 



if cos' a + «. sm' o 

If « - 0°, 

«.- J, -J!., 

the radius of curvature of the meridian; and if 

a = 90°, 
then R„ = ^ = N, 

Jim 

the radius of curvature of the prime vertical. 

Values of log R„ for different latitudes and azimuths will be 
found in Table XI. 

98. The Heian Value of it„. 

The mean value of R^ at any point for all azimuths from o° to 
360° may be found as follows: if the angular space about any 
point M be divided into a large number of small parts, each equal 
to da and each expressed as a fraction of a radian, then the num- 
ber of such parts in a radian will be — , and the number in a dr- 
da 

If the value of £„ be computed for each 

of these azimuths, then the sum of these values of R^, divided 
by their number, is the mean value; that is, 



Jo 2 

2irJo No 



f cos' a + R„ sin* a 
tJoN cos* a+ R„ sin* a. 
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To integrate this quantity, substitute a new variable, t — 

tanaV%. from which dt = \^ — ^. By dividing both 
^ N ' iV cos* a 

numerator and denominator by N cos* a and factoring NR^, the 

integral may be put in the form 

T Jo ■ ^ sm'a 

. N COS* a 
which, by substitution, becomes 

mean Ji,. = - v AJv / — —: 
Jo I + (^ 

;RJV[tan-M]" 




I48] 

The mean radius of curvature is, therefore, the geometric mean 
of the radii of curvature of the two principal sections. 

99. Geometric Proofs. 

Geometric proofs of the last two fonnulEe will be found in- 
structive. To find Ra geometrically, imagine a tangent plane 
at the point M and also a parallel plane at an infinitesimal dis- 
tance below M. This second plane will cut from the surface a 
small ellipse. It has already been shown that the radius of 
curvature of the prime vertical section is N. In Fig. 60 the 
points A, M, and B are on the circle whose radius is N and whose 
center is the point H on the axis. By similar triangles, 
MC:CA~CA: CK. 

Since MC is infinitesimal, 

2 N 
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similarly, for a section in the meridian 

3 A. 

and, in general, for any section, 

The codrdinates of the point P (Fig. 6i) are 

X = 5 • sitt a and y = s • cos a. 




Substituting these In the general equation of the ellipse, 
J* sin^ a , J* cos' a 

But, from the preceding equations, 

i.E, and ^-^■ 



hence 



l"^'°+|- 



N cos* a.-\-R^ sin* a 



U7l 
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To show geometrically that the mean value oi R^ = ViJ JV, 
observe that, as before, 



1^ =— C'r.- 

2]r Jo 



and, from the preceding paragraph, 
„ RJ' 



Therefore 

But 

Therefore 



I r''R^ 
2tJo r 

- j s^da = area of ellipse = rob. 
mean R^ = - X^abX — 



But 
Therefore 



-^- 



R. 
mean R^ = VNR^. [48] 

100. Length of an Arc of the Meridian. 
Any small arc of the meridian ellipse may be regarded as an arc 
of a circle whose radius is R^, the error being very small for short 
arcs. The length, therefore, is 

s = R„d<l>, 
or, if d^ is in seconds of arc, 

5 = R^" -arci". [49] 

If the arc is so long that the value of R„ varies appreciably, it is 
necessary to find s by integrating the expression 



(i -c^sin^*)* 
between the limits ^ and ^. 



•d<t> 
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If we expand the denonlinator by the biaomial theorem, we 
have 

dj = a(i -c*)Ci +|c*sin**+V'C*smV+|tc'smV . ■ ■)d^. 

Integrating, 

s = o(i -c*) j{i + |e*sin'<^ + Yc*sm*<^+ ■ • ■ )d<i>. 

In order to integrate the terms of the series in parenthesis we 
simplify the expression by means of the following relations: 

an' = 5 — 5 cos 2 ^, 

sin* * = I - 5 cos 2 * H~ J cos 4 «, 

sin' * = fy - ^ cos 2 ^ + ^5 cos 4 * - ^ cos 6 <P- 

Integrating and substitutir^ the limits, ^1 and <fc, we have 
s = a (i — e'){A (<h — <h) — h B (sin 2 ^ - sin 2 ^i) 

+ i C (sin 4 ^ - sin 4 <>i) . . . [ , [50] 

in which A = 1.0051093, B = 0.0051202, and C = 0.0000108. 

(See Jordan's Handbuck der Vermessungskunde, Vol. Ill, p.. 226 ; 
and Crandall's Oeodesy and Least Squares, p. 163.) 

loi. Miscellaneous Formulas. 

The following fonnulas, relating to the ellipse, are given here 
for convenience of reference. 

The geocentric latitude may be found from the expression 

■ tan^ = ^ = (i — e^) tan* = — tan<^. [51] 

X tr 

The maximum difference between (^ and ^ is about 0° 11' 40", at 
latitude 45°. At the equator and at the poles the difference is 
zero. 

The reduced latitude, $ (see Art, 94, p. 123), may be found 
from the geodetic latitude by means of the relation 

a tantf = b tan* [52] 

which is readily proved from Fig. 57. 
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The compression of the spheroid, that is, the flattenmg at the 
poles, is expressed by 

1='-^- [531 

The length of a quadrant of the meridian is given by 




103. Effect of Height of Station on Azimuth of Line. 

Since the nonnab drawn from two points on the surfare do not 
in general lie in the same plane, there will be an error in the 
observed horizontal direction of a station, depending upon its 
height above the' surface of the spheriod. This error may be 
likened to the error of sighting on an inclined range-pole; the 

* From the equation for the length of a. meiidian arc, we have for theqnadnnt 
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higher up the sight is taken, the greater the error in the horizontal 
angle. In Fig. 62 Jthe observer is at A and sighting at point M, 
which is at an elevation h above sea-level. The vertical plane of 
the instrument projects M down to sea-level at B on the line ME, 
H being the end of the normal at A. The point which is verti- 



FiG. 63a. A vertical in latitude o^ and a vertical in latitude 60°; 
rfX - So'; e = 0.81; (looking SW). 

cally below Af is S', as determined by the normal MB'. Denote 

by 3 the angle HMH' or, what is nearly the same, HBH'. The 

angle («) subtended by BB' at point A (the observer's position) 

is the correction desired. The latitude of A is 4>, and that of M 

is ^'. In the triangle MHE' 

sin3 HH' _ HW , , 

sin EE'M "eB+BM' EB ^*W)rox.J, 

» SE' ^, 
or a = — . cos «', 

where ^' is the latitude of B'. 
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Now EH' = OB' - OH ^■^'^, 

= (N' — n') sin 0' — (JV — «) sin ^ 'l^- 
= iVV sin ^' - N^ sin 0. *^'^■^''\ 
Therefore 5 = ^^ (JVV sia *' - iVc^ sin *) 

= c^cos* I — sin* — sin <^ If 

' be put = I with small error. 

Then 3 = «* cos *' (2 cos - (* + *') sin ~) . 

where A* = <^' — * ; 

Then S = c^cos'*' X A* (approx.)- 

= e^ cos^ * — cos a 



= e^ cos" <j>' ■ s c 



(i — e^sin'*'}' 
(i-e'sin'^Oi 



- differs but little from unity and 
may be considered equal to unity in this equation. 
Then ,_ e-.».cosV-co5. ^^^ 

The linear distance BB' = AS, and the correction to the azi- 
muth (x) at point A is given by 
„ _ A^sinct 
sarc i" 
_ h^ cos^ »' sin « cos a 
a arc i" 

= TT'C* ■- -sin 2 a -cos'd', Iz^] 

aarci" 2 ' '^^' 

as given by Clarke {Geodesy, p. 112). This may be written 

x" = A • A • sip 2 a cos' *' [56] 
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where k = ;; I 

2aaici 

the dimensions being in meters, " "^ ' ' 

The If^arithm of k is 6.03920. 

When the signal is NE or SW of the observer the azimuth must 
be increased to obtain the correct azimuth at sea-level; if the 
signal is NW or SE the observed azimuth must be decreased. 

If, when deriving the above equation, we place the fraction 

r-^ ■- I, the formula for *" should have a replaced by N. 

1 — e' 

For <t> = 45*1 a = 45°, smd k = 1000 meters, the value of x" 

is o".os47. This is much smaller than the probable error of an 

observed direction (see p. 65), and is therefore neghgible except 

for great heights. This correction has been applied to angles 

measured in the primary triangulation of the California and 

Texas arc and the California and Washington arc. It is too 

small to affect the triangulation of the eastern half of this country. 

Questions. — What influence does the height of the observer have upon the 
result? 

Why does the distance not enter into the iormula? 

Which one of the two approximations is mora accurate, that giving a in the 
denominator, or that giving N ? 

163. Refraction. 

Inasmuch as the refraction acts in the vertical plane at any 
point, and the vertical plane changes its direction as the ray pro- 
ceeds along the line, it is evident that there must be some hori- 
zontal displacement of the object sighted, due to the refraction. 
Investigations show that this error is quite inappreciable for all 
lines that can actually be observed. 

104. Curves on the Spheroid. The Plane Curves. 

When a theodolite is set up 9,1 any point A and leveled, its 
vwtical axis is made to coincide with the direction of the normal 
at A , which, except for local deflections, coincides with the direc- 
tion of the force of gravity at ^. If another theodolite is set up 
at B, in a different latitude and a different longitude, it is evident 
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that these vertical axes are not in the same plane, since their 
normals (pliunb lines) never intersect. The greater the latitude, 
the lower the point where the normal intersects the p<Jar axis. 
It is dear that the line marked out on the surface of the sphercnd 
by the line (or, rather, plane) of sight of the first theodolite is not 
the same as the line marked out by the vertical plane of die other 
theodolite. If 4 is southwest of B, then the curve cut by the 
plane of the theodolite at ^ is south of that cut by the plane of 
sight of the tbeodoyte at B. This may be seen from the fact 
that both planes contain the chord AB; and since the normal at 
A is higher at the polar axis, the curve itself must be lower 
(farther south). 

105. The Geodetic Line. 

Another curve which holds an important frface in the theory 
of geodesy is known a.s the geodetic line. This is the shortest 
line that can be drawn on the surface of the s[dieroid between 
two given pcHnts. It is not a plane curve, but has a double cur- 
vature. A characteristic property of the curve is that the oscu- 
lating plane * at any point on the curve contains the normal to 
the surface at that point. In most cases the geodetic line is 
found to lie between the two plane curves and has a reversed 
curvature. Fig. 63 is a photograph of a model, the semi-axes of 
' which are a = 6 inches and b " 3.5 inches. The two plane 
curves are shown and between them, with the curvature sHghtly 
exaggerated, is the geodetic line. 

In order to obtain a clear conception of the nature of the ge- 
odetic line, let us imagine that a transit instrument is set at point 
A (Fig. 64), leveled, and then sighted at point B. Then it is 
moved to point B, set up, and leveled again, and a back sight is 
taken on A; point C is then fixed by reversing the telescope. 
When the sight is taken to A, the sight line traces out the plane 
curve BbA ; and when point C is sighted, it traces out BbC. The 

* Tlie osculating plane may be oonsidered to pMS (hioiigfa three consecutive 

pcraits of the curve. In reftlity it is tlie limiting! position ^iproacked by the pkne 
as the distance between the tbrt6 points decieases indefinite)^. 
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Fig. 63. PlAne Cucves aitd Geodetic Line. 
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instrument is then taken to C and the process repeated. It 
should be observed that the (vertical) sight plane of the instru- 
ment coincides with the normal to the surface at each station. 
If the points A, B, C, D are imagined to approach nearer and 
nearer, so that AB, BC, etc., become infinitesimal elements of the 
curve, the plane which contains three consecutive points of the 
curve also contains the normal to the surface. If we imagine 
the instrument to move along this line, it is seen that the vertical 
plane of the instrument twists so that it always contains the 
normal. 

One of the characteristic properties of the geodetic line is 
shown by the equation 

Jip sin a = ft, a constant [57] 

Rp being the radius of the parallel and a the azimuth of the ge- 
odetic line at any point. This equation may be derived analyti- 
cally by the methods of the calculus of variations (see Clarke, 
Geodesy, p. 125) or by geometric construcrion (see Jordan, Ver- 
messungskunde, Vol. Ill, p. 395). From this equation it will be 
seen that when a is a maximum (90°), sin a = i and Rp = k. 
The constant of the equation is therefore the radius of the parallel 
of latitude beyond which the geodetic line does not pass.' When 
a is a minimum, Rp'isa. maximum, that is, Rp = a, the equatorial 
radius of the spheroid. This shows that in general a geodetic 
line cutting the equator at any ai^le a may go northward up to 
some (Umiring) parallel of latitude 41° (corresponding to Rp = k), 
but will not pass north of this parallel. In the southern hemi- 
sphere it will reach a limit ( — 0°) having the same numerical 
value. Such a geodetic Une, when traced completely around the 
spheroid, will not in general return exactly on itself, but will pass 
the initial point on the equator in a slightly different longitude 
and then proceed to form another loop around the spheroid. 

Except for a few particular cases the geodetic line lies between 
the two plane curves and divides the angle between them in the 
ratio of about 2 to i, as shown in Fig. 65. 
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If the terminal points P and Q are in nearly the same latitude, 
the geodetic line may cross the plane curve. 

It is important to bear in mind that the lengths of these 
different curves on the spheroid differ by quantities that are 
quite inappreciable in practice. The differences in length are far 
shorter than the distances by which the curves are separated at 
their middle points (Art. 107), and even these latter are negligible 
in practice. Also the angle by which the azimuth of the geodetic 
differs from the azimuth of the plane section is much smaller than 
can be measured. 




Fio. 65. 

It should be noted that the geodetic line itself cannot be sighted 
over directiy, because it is not a plane curve, and that the geodetic 
triangle can be obtained only by computation. 

106. The Alignment Curve. 

Another curve which may be drawn on the surface is defined 
in the following manner: if the theodolite be supposed to move 
from A to B, keeping always in line between the two points (that 
is, the azimuths of A and B 180° apart), and the instrument being 
always leveled, its path will be a curve which lies very close to the 
geodetic line and generally between the two plane curves. This 
is called the alignment curve. 

It is possible to define other curves * between these two points, 
* See Coast Survey Rqxtrt for 1900, p. 369. 



,t,.,.d.i. Google 



144 



PROPERTIES OF THE SPHEROID 



Such curves are of theoretical value only, sioce the lengths of all 
such lines on the earth's surface differ from each other by quanti- 
ties too small to measure. The two-plane curves, however, are 
separated by a distance which is quite appreciable. 

107. Distance between Plane Curves. 

The maximum separation of the two plane curves may be 
computed approximately as follows: the angle (S') between the 




two planes is very nearly equal to the angle 5 multiplied by sin a, 
since i is the angle measured in the plane of the meridian, whereas 
the angle desired (S', Fig. 66) is that perpendicular to the planes 
of sight. 



Therefore 



5' = 



S^ cos' cos tt 

N 



(see equation (a), p. 138). 

The distance of the chord AB (Fig. 67) below the surface (Z?) 
at its middle point is given by 



i?:- 



- : 2 J?„ 



or, ^)prozmiate 
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MS 



The curves are separated at their middle points by the hori- 
zontal distance 

s* jg* cos' ^ cos a Sana 

iN N 



116'-- 



8iV 



e' cos' 4f cos a SLQ a 



[58] 




Flo. 67. 



The difference in azimuth may be computed approximately 
by finding the angle between the two tangents to the curve drawn 
from one of the stations and prolonged half the distance (Fig. 68). 
The tenninal points of these tai^ents will be at a distance D 
above the surface and will be separated by a distance 2 DS'. The 
angle between these two lines is nearly 
2DS' 
i 5 arc i" 
_^ 2i* e'cos'jtcQSasina 
"°8iV' Jsarci" 
5* 6* cos' COS g sin a 
2 N^ arc i" 



l59l 



,t,.,.d.i. Google 



140 PROPERTIES OF IHE SPHEROID < 

For iJie oblique boundary line between California and Nevada * 

s = 650,000 m., (400 mi.), ^ = 37° 00', a = 134° 33'; whence I 

D6' = 1.8 meters and the difference in azimuth = 2" .3. | 




For the western boundary of Massachusetts s = 80,930 m., 
(50 mi.), *» = 42° 24', a = 195° 12'; this gives Di' = 0.0015 
meter and Aa = o".oi6. 

PROBLEMS 
PrtMtm I. Prove by the process outlined in the fiist paragraph of Art. 96 that 

the radius of curvature of the prime vertical section of the sj^eroid is iV, the nor- 
mal tenninating in the micor axis. 

Problem 2. A model of the spheroid has an equatorial diameter of 12 ina. and a 
polar diameter of 7 ins. Compute the correction to reduce to " sea-level" the 
azimuth of a line in latitude 45°, the azimuth being 45° and the elevation of object 
being one inch al>ove the surface of the spheroid. 

Problem 3. What will be tbe maTimiim separation of two plane curves drawn 
on the model described in problem 3 if i = 7.5 ins., mean ^ •• 30°, a — ^$"1 
(Use the approximate formula.) 

* See Coast Survey Rqxtit for igoo, p. 36S. 
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CHAPTER VI 
CALCULATION OF TRIANGULATION 

io8. Preparation of the Data. 

From the records of the field-work of the triangulation we ob- 
tain a value for each angle, supposed to be freed from the errors 
of the instrument, eccentricity of station, phase of signal, eleva- 
tion of signal, etc. Before these angles are employed for solving 
the triangles, they should be examined to see if they satisfy any 
geometric conditions existing among them. If at any station 
two or more angles and their sum have been measured, then these 
angles must be so corrected that they exactly equal their sum. 
If the horizon has been dosed, the measured angles must be ad- 
justed so that their sum equals 360°. If the angles ha-ve been 
measured with different degrees of precision, as, for example, 
with different instruments or a different number of sets or of 
repetitions, the different angles should be given proper weights; 
and if the best possible values are desired, the angles at each 
station should be adjusted by the method of least squares. 

After the station adjustment, as it is called, has been completed, 
the triangles must be examined to see if the sum of the three 
aisles in each triangle fulfills the requirement that this sum 
shall equal 180" plus the spherical excess of the triangle. The 
verticals at the three triangulation stations are not parallel to 
each other, because the surface is curved. Consequently the 
sum of the aisles will exceed r8o° by an amount which, on a 
q)herical surface, would be exactly proportional, and which, on a 
spheroidal surface, is nearly proportional to the area of the tri- 
angle. 

As was shown in the preceding chapter (Art. 102) , the error in the 
direction of an object, due to the fact that the earth is spheroidal 
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148 CALCULATION OF TRIANGULATION 

instead of spherical, is extremely small, even wheo the object 
is several thousand meters above sea-level. Hence it follows 
that if the vertices of a spheroidal triangle are projected vertically 
onto the surface of a tangent sphere,* the errors thus produced 
in the horizontal angles of the triangle will be much less than the 
errors in the measurement of the angles, because the points on 
the sphere and those on the spheroid are separated by compara- 
tively short distances. This enables us to compute spheroidal 
triangles as spherical triangles and greatly simplifies the com- 
putation. The lengths of the triangle sides will be practically 
the same on the two surfaces. 

In this connection it is well to bear in mind that if the topog- 
raphy of the earth's surface were represented on an 18-inch 
globe the total variation in elevation would scarcely be greater 
than the thickness of a coat of varnish. The elevation of the 
geoid above the spheroid would be very much smaller than this, 
and the distance between the 
spheroid and the tangq|^ 
sphere at any station would 
usually be still smaller. This 
will give some idea of the 
minuteness of the errors under 
discussion. 

It should be remembered 
that, whereas the triangulation 
pj ga^ stations themselves are at va- 

rious heights above sea-level, 
these are all supposed to have been projected down vertically onto 
the ^heroid before beginning the computation of the triangle. 
The points of which we shall speak in discussing the solution of 
the triangles and the geographical positions of the stations are 
these pdnts on the spheroidal surface and not the original 
station points. 




* The sphere is supposed 
be computed. 



5 be tangent at the center of gravity o£ the triangle 1 
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In solving triangles by the methods given below, the following 
approximations have been made, and it is assumed that in all 
cases the resulting errors are negligible. 

I. The reduction to sea-level reduces the observed direction 
to that corresponding to the geoid (or actual surface), not the 
spheroid, as is assumed. 

"2. The effect of local deflection of the plumb line is not allowed 
for. 

3. The effect of atmospheric refraction on the direction (hori- 
zontal refraction) is neglected. 

4. The reduction of the observed direction (plane curve) to 
that of the geodetic, or shortest, line is omitted. There are in 
reality eight triangles formed by the plane curves, which are 
treated as if they were identical (see Art. 104). 

109. Solntioa of a Spherical Triangle by Means of an Auxiliary 
Plane Triangle. 

The direct solution of the triangles of a net as spherical triangles 
suujd be unnecessarily complicated. This may be avoided by 
employing a principle known as Legendre's Theorem, namely, 
that if we have a spherical triangle whose sides are short com- 
pared with the radius of the sphere, and also a plane triangle 
whose sides are eqtial in length to the corresponding sides of the 
^herical triangle, then the correspondii^ angles of the two tri- 
angles differ by approximately the same quantity, which is one- 
third of the spherical excess of the triangle. 

no. Spherical Excess. 

The spherical excess of a triangle is directly proportional to its 
area, as shown in spherical geometry. Hence, if A' is the area 
of any triangle, R is the radius of the sphere, S is the surface of 
the sphere, and c is the spherical excess of the triangle; then, 

ance the spherical excess of the tri-rectangular triai^e is - , 

e A' 
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ie 2A' 

A' 
rherefore e = ■^■ 

To express e in seconds of arc, divide by arc i", and we have 
,, A' be sin A 



S?aici" 2E?axci" 



[6ol 



where b, c, and A are two sides and the included angle of the tri- 
angle, a and b being in linear units. 

The sphere which is tangent to the spheroid at the center of 
gravity of the triangle, and which has the same average curva- 
ture, is a sphere of radius = VRJV; whence 

The quantity -■■■ - ■■ " j, = »« is riven for different latitudes 

■^2 S JV arc I 

in Table Xn. The latitude to be used in findii^ m is the mean 

of the latitudes of the three vertices of the triangle. 

Questions. — la this auxiliary plane triangle the same as the chord triangle 
formed by joining the points by straight lines? Are the two umiki in shape? 

III. Proof of Legendre's Theorem. 

To prove Legendre's theorem, let A', B' and C be the angles 
of the spherical triangle, and A, B, and C those of the plane tri- 
angle; the sides of the plane triat^le are a, b, and c, and those of 
the spherical triangle are a'R, b'R, and c'R, then, in the plane 
triangle, 

cos^ = 1 {a) 



= I - COS*^ = :■ ■■ ^. 

40V 

2 a^y + 2 oV + a yc' - a^ - 6^ - c* 



(6) 
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PROOF OF LEGENDRE'S THEOREM 



In tbe spherical triangle, 

. , cos a' — cos V cos d 



Expanding each sine and cosine (omitting terms of higher 
order than the fourth), 



COS^ = ' 



2 24/ \ 2 24' 



(''-?)(-9 



3 i'c' 24 6V 

12 &'c' 

whence cosj4' — 

ft^+c^-ffl" _ I _ 2 a"6^ + 2 o^c^ + 2 i'V'^ - a'< - h'^ - c'* , . 
2 &'c' 6 4 A'c' 

From (a), (ft), and (c) 

cos A' = cos i4 — J b'c' sin* j4. 

Let a; be the difference between A and A'. Then 

COB a: = I and sin a; = a/' arc i" (nearly), since x is small, 

and cos A' ■■ cos (4 + «) 

= cos^ — sin Xd" arc i" 

= cos i4 — J fr'c' sin* A ; 

thatis, ar"arc i"sini4 =ifc'c'sin'^. 

Therefore x" = Tr> 

6 arc I 



,i,.,.,i.:, Google 
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I, b J I C 

or, Since » ^"^ '^ " p' 

^ -fiii^arci"" I^'J 

It will be noticed that this is one-third of the spherical excess 
as found in Equa. [60]. The same result would also be found 
for angles B and C. 
112. EiTor of Legendre's Theorem. 

The error in Legendre's theorem * as applied to the sphere may 
be studied by carrying out the above series so as to include terms 
of higher powers than the fourth. Jordan {Vermessungskunde) 
gives a numerical example showing the amount of this error in a 
triangle of which the side AC is about 65 miles in length; the 
angles are shown below: 

A' = Ao" 39' 3o"-3*> 

it' — 86 13 58 .840 

C =53 06 45 63° 

180* 00' i4".8so 

' Denoting the spherical angles by A', B', C, and the correspond- 
ing plane angles hy A,B, C, the differences are as follows, the first 
column containing the values derived from Legendre's theorem 
in its ordinary form, the second containing the smaller terms 
wbich are usually neglected. 



Approt 


Boct. 


('>5ooi8 


4.950036 


..950018 


4.949997 


■gsooiS 


4.9SooJr 



113. Calculation of Spheroidal Triangles as Spherical Tri- 
angles. 

It is customary to assume that the differences between the 
spherical and spheroidal triangles are negligible when the 2ictual 
points are projected down onto a tangent sphere of radius VR^. 
Clarke, in his Geodesy, shows the error of this assumption in the 
case of a triangle having a side over 200 miles long, the result 
beii^ as follows: 

• See Coast Survey Special Publication No. 4, p, si> 
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q8° 44' 37".096i 


i4 




S8° i6' 46".S994 




58" 16' 46" .4737 


.3° «. I. .7303 




.3° 00; i.;;.7634 




e 


I 30 .4*70 



The preceding example indicates that in triangles composed of 
lines such as can be sighted over on the earth's surface the error 
involved in computing spheroidal triangles as spherical triangles 
is negligible in practice. 

114. Calculation of the Plane Triangle. 

After the spherical excess has been computed, the angles of an 
auxiliary plane triangle may be found by applying Legendre's 
theorem, that is, by deducting one-third of the spherical excess 
from each spherical angle. The difference between the sum of 
these plane angles and 180° is the error of measurement and may 
be distributed equally among the three angles unless a least- 
square adjustment is to be made. In any case this method of 
distributing the error may be used for a preliminary determina- 
tion of the distances. The lengths of the triangle sides are now 
found by plane trigonometry. Since all three angles of a tri- 
angle will usually be known, the only formula that will be used, 
except in rare cases, is the sine formula, 
a _ sin A 
b ~ sin B' 
A convenient arrangement of this computation, used by the 
Coast and Geodetic Survey, is shown in the following table. The 
spherical excess of the triai^Ie in this case is o".86, which gives 
i".a as the error of closure of the triangk. 



Sutkms. 


Observed 


Correc 


Spheri- 
SDiIee. 


Spheri- 


Plane 
anglHuid 
diiCancB. 


L«ga. 
rithms. 


Blue Hill to Prospect 


fii 47 i8.a 
3S 45 IS.4 


:: 


18.4 
IS.o 


:". 


22713. 08 m. 

«i « 18,1 
35 45 14.7 
831; n.l 
ISC67.13 
JS5«3.» 


4.3S««673 

o.oS4*>i8 
9.JM6415 
9.996 m6i 




P™i»ct 


Observatory to Prospect, . . 
ObBwvRbm- to Blue Hill.. 


180 00 OJ.I 


4.178 flJoS 
4.407 «151 
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\ '|'->ii^. Second Method of Solution by Means of an Au: 
Plane Triangle.* 

Another method of solution which has been used to some ex- 
tent in Europe is as follows: 

Let ABC (Fig. 69) be the spherical triangle and A'B'X an 
auxiliary plane triai^e having two of its an^es, a and &, equal to 
the corresponding angles in the spherical triangle. Evidently 
the third angles will not be equal 





Fig. 63. 

Let a' and b' in the plane triangle be the sides corresponding 

to a and h. 

In the spherical triai^le we have 

. a 

sm- 

sma R 

sin . & ' 
sm- 

and in the plane triangle 

sing y 

sin & b' 
for all values that may be given to a' and &'; whence 

. a a' 
sin— , — 
R^q^ R 

.6 *'"6^" 

^'°J? R 

* See JotcUd, Vermessungskutidt, Vol. Ill, 39, 
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SECOND METHOD 6F SOLUTION 
This equation is satisfied if we place 



b' . b 
and - = sin-- 

The general expression for any triangle side may be written 
j" . J 

s' being tlie side of an auxiliary plane triangle corre^wnding to 
the side s of the spherical triangle. 
Taking logs of both members, 

log^-logsini.log(i-^ + j^...) 

-log|+log(r-g^+-.). 
Now, since 

log(. +.).Jf(«-^ + ^. . .) 

(where M = log. lo = 0.4342945, the modulus of the common 
logarithms), we may write 



, s US' , 
Therefore '°*i ~ '°^^ ' 6^' 

ml 

which is the correction to the log of the triangle side- 

* The next tens ^ -r- • =j ^ o.ooo ooo oooi (or a distjuice of loo kilonieter&. 
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In calculating this correction, R^ should be replaced by RmN. 
Values of these corrections will be found in Table XIII for the 
argument log s. 

Example. 



Stations. 


Spheriad««lM. 


DistanoB. 




Blue Hill to Prospect 

Correction 


6i 47 i8.4 
35 4S 150 
8» 37 27.S 


a».7i3-o8 

15.067-13 
25.563. 10 


4.3564673 

4.3564664 

0.0549215 
9.766 64:>3 
9.9963262 

4-178 030a 
4.1780306 
4.407 6141 

4.407 6153 












Observatory to Prospect. . 




Observatory to Blue Hill. . 



Notice that after the base of the first triangle has once been 
reduced by subtracting the correction, the cconputation of the 
whole chain of triangles may be carried out, using the spherical 
angles only. It is not necessary to add the corrections to the 
logarithms of the computed ^des until their true values are to be 
found. 

PROBLEMS 

ProbUm I. Compute the area in square miles of a triangle on the eartfa'a sur- 
face having a spherical excess of i", assuming that the earth is a ^here of radius 
396a miles. 

Problem i. Compute the ^des of the following triangles: 

Convctwn to Error ol f.,,.,.„ ,,,,1 ^*..i., .;,,..? 

**"■ tosasi.. as? «^A. t^ 

(«) Mt. EUen -o".7o 1 ( 49° 36' 36".88 1 

Tusbar +0 x)8 \ +o".j2 < 55 56 26 .70 \ 34."33 

Wasatch -o .06 ) ( 74 27 30 .75 J 

Wasatch to Mt. Ellen; azimuth, 333°oi'o8".6s; back-azimuth, 153° 25' o5".oo; 
diat. 133,556.70 meters; logarithm, 5,o()l8663. Latitude of Wasatch, 39° 06'- 
54".364; bngitude, 111° 37' ii".qis. 
(6) Uncompahgre -t-o".i7 ) 

Mt. Waas -o .10 \ +o".6s 

Tavaputa +0 .58 ) 



31" 54' 6i".S7 
98 r6 41 .16 
49 48 63 .42 



46".iS 
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Ml Wus to UnctMnpobgre; azimuth, 388° oi' ^5"-l^; bsck-uimnth, 109° 07'- 
06". 11; disL 161,918.01 meters, logarithm, 5.3119958. Latitude Mt. Waas, 
38° 32' Ji"-444; bngiUxie, 109° 13' 38".30i. 

ft*m 3. Portion .. p™. B { ^; 3|: .3; -J" 6M 

po,iu«,ipoi..c [ ,i^-.|i:g;f°;:;«a 

Azimuth B to C 353° '7' 3i".8i; disL 40»3»-3S meters; Qog"- 4,604 S7S4); 
ba(±-azimiith 173° 19' I4".64. 

The ^herical angles are A 57° 55' I4".39 (^1 is east of BC.) 

B fti" 13' 3i".4o 
C 59° 43' i7"-93 
Compute the qiherical excess and solve the triangle. 

,ProblerH4. Position of pt. L; latitude 42° 16' 13 ".3 76, longitude 70° 55'; i ".088. 
Distance LtoN, 3013.0 meters (log — 3-47S 8600}. Azimuth LtoN, 314° 34' oa"i 
back-azimuth, 134° 35' 03". Position of pt. iV, latitude 43° 25' 04".764, longitude 
70° 54' i8".333. Angle at L, 36° 15' 07"; at N, 63° +4' SQ"; at E, 79° so' 57"- 
(E is east of LN.) Compute the qriierical excess and solve the triangle. 

ProblaK 5. Hie observed angles of a triangle and thdr corrections as found by 
adjustment are as follows: 

Angle. Corrcctiona. 

Sand mi 40° 57' 28".i3 -o"-3S 

Rutherford 54 13 59 .51 — o .61 

Miller 84 39 33 .03 -o .44 

The pwdtion of Rutherford is latitude = 37° 08' S7"-9*8 N, longitude = 
98°o6'3i".6i8W. The position of Miller is latitude = 37° 03' 3o".963 N, 
longitude 97° 55' 43".9o8W. The azimuth from Miller to Rutherford — 117' iS'- 
i7".95; back-azimuth 307° ii'47".30. Distance in meters, 30139.64; logarithm, 
4.3040518. Solve the triangle. 

Problem 6. Show that the substitution of .Equa. (b) P- 15° hi Equa. (c) p. rst 
is permissible under the assumptions made in Arts. 109 and 111. 
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CHAPTER Vn 
CALCULATION OF GEODETIC POSITIONS 

ii6. Calculation of Geodetic Positions. 

In geodetic surveys covering large areas the positions of the 
triangulatioD points are expressed by means of their latitudes 
and longitudes. Over limited areas, a system of rectangular 
spherical coordinates may be used to advantage, but for such 
areas as have to be surveyed in this country the latitude and 
longitude system is preferable. 

Before the latitude and longitude of one triangulation station 
can be calculated from the coordinates of another station, it is 
necessary to know the dimenaons of the spheroid which is taken 
to represent the earth's figure, and also to fii definitely the lati- 
tude and longitude of some specified station, as well as the 
azimuth of the direction to some other triangulation station. 
This selected portion and direction determine the relative posi- 
tion of the whole survey with respect to the adopted spheroid, 
and constitute what is known as the geodetic datum. The surveys 
of different coimtries niay be computed on different spheroids 
or may be located inconsistently on the same spheroid. The 
different portions of a survey of the same country will be located 
inconsistently on the same spheroid until they have been con- 
nected by triangulation. 

The two spheroids which have been most extensively used for 
geodetic surveys are (i) that computed by Bessel in 1841, and {2) 
that by Clarke in 1866. The Bessel spheroid was computed from 
data obtained chiefly on the continent of Europe, and cc«ise- 
quentiy conforms closely to the curvature of that portion of the 
earth. This spheroid is still in general use in Europe. Clarke's 
^heroid of 1866 was computed from arcs distributed over a much 
158 
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laiger portion of the earth's surface ; it shows a greater amount 
of flattening at the poles than the Bessel sphennd, and conse- 
quently assigns a flatter curvature to the. surface in the latitude 
of Europe and of the United States. The Bessel spheroid was 
employed by the Coast Survey in the earlier years. As the sur- 
veys gradually extended, the errors due to using this spheroid 
became more and more apparent, untfl finally, in 1880, it was 
decided to change to the Clarke spheroid. The latter conforms 
much more nearly to the curvature of the surface in the United 
States. 
117. The North American Datum.* 
In 1901 the United States Coast and Geodetic Survey 
adopted what was then called the United States Standard Datum, 
by assigning to the station Meade's Ranch the following position 
on the Clarke spheroid: 

Latitude, 39" 13' j6".686 

Longitude, 98° 33' 30". 506 

Azimuth to Waldo, 75° 18' 14". 52 

In 1913 this datum was adopted by the governments of Canada 
and Mexico, and it is now known as the North American 
Datum. 

In deciding upon a geodetic datum it was necessary to con- 
sider two important points : first, the datum should be so chosen 
as to reduce to a minimum the labor of recomputing the geodetic 
positions; second, it must place the triangulation system in such 
a [>osition that no serious error will occur in any part of the sys- 
tem. At the time this datum was selected there was a large 
number of triangulation points located along the Atlantic Coast. 
By selecting a position for Meade's Ranch consistent with the old 
datum upon which this triangulation was calculated, a large 
amount of recomputation was avoided. At the same time it was 
apparent that this also placed the triangulation very near to its 
theoretically best position. 

* See GMSt Survey Special Publication No. 24, p. 8, or Special Publicadon No. 
10, p. So. 
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ii8. Method of Computiiig Latitude and Longitude. 

Assuming that tlie latitude and loi^tude of a station (A) are 
known, as well as the distance and azimuth to a second station 
(S), we will now develop the formulae* necessary to compute 
the geodetic latitude and longitude of the second p<Hnt In 
doing this we shall have to solve the differential spherical tri- 
angle formed by joining the two points with the pole; 




119. Difference in Latitude. 

In Fig. 70, P' is the pole of the spheroid. P is the pole of a 
sphere tangent to the spheroid along the parallel of latitude 
through A . The radius of the sphere is N, and its center is at 
H. Let A be the known station and B the unknown station. 

' * These foimulie were first given by Puissant; see his Trait£ de G£ode^e, Vol. I; 
see also Coast and Geodetic Survey Report for 1894, and Special Publication No. S. 
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DIFFERENCE IN LATITUDE l6i 

The angular distance of A from the pole is y ; the unknown dis- 
tance of B is 7' ; ff is the arc AB;ais the azimuth; and t = 180° — a. 

If y' is computed by a direct solution of the spherical triangle 
ABP, the required precision can be reached only by the use of 
about ten-place Ic^arithms. It is more convenient, and quite as 
accurate, for such short lines as occur in practice, to employ for- 
mtilcE giving the difference in latitude, that is 7 — 7'. 

The formula for the direct- solution of 7' in the spherical tri- 
angle is 

cos 7' = cos 7 cos ir -I- sin 7 an ff cos *. (o) 

Since 7' is a function of <r, its value may be expressed as a con- 
verging series by means of Maclaurin's formula, giving 

7 = 7.-0 + -^ ff -I- - ■ J2 <^ +7 53 •a' + ■ ■ ■ . (0) 

aff,.o 3 oir.-o o otr^.a 

To evaluate the three differential coefficients, differentiate 

Equa. (a) three times in succession, and in each resulting equation 

substitute v = o. The results of the first two differentiations 

are as follows: 



A%)''- 



-cos 7 cos <r — smTsmtrcosc 
= -C0S7', (by (a)). I 

Before differentiating a third time, (d) may be written 

Differentiating (c), we have 



'' dc*^ ^ dc d<r'^ da d<^ ^' 



When a ■■ 

and (c) becomes 
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Therefore ^ = -cos*. M 

da '^ 



(f) becomes 



Therefore -r-^ = an* « cot 7. (A) 

ar 



■ U) 



Therefore ~t~ = cos c sin* t cot* t (2 + sec* y) 
da* 

= (acot'y +cosec*7)sin*<cos« 

= (i + 3 cot* t) sin* c cos *. (») 

Substituting these results, {£), (h), and (i) in equation (6), 

Maclaurin's series, we obtain 

Changii^ to latitudes and azdmuths by placing 
7' = 90° - <t>', 
T = 90" - *, . 
t = 180° - a, 
Equation (7) becomes 

— ^' = (T cos a + — sin* a tan 

(*) 

In order to transfer the coordinates of the triangulation points 
from the sphere to the spheroid, it should be noticed that if the 
radius of the sphere is N (the normal) and its center is at H (Fig. 
70), and the polar axes of the sphere and spheroid coincide, then 
the parallels of latitude through A coincide, the spheroid being 
tangent to the sphere along this parallel; also, the latitude (4>) 
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will be the same for both surfaces, and the distances and azimuths 
of AB on the two will di£Eer by inappreciable quantities. We 



Then (ft) becomes 
, ., ycosa , s* . 

■"-"■—jT+Tm'' 

The difference in latitude should be measured, however, on a 
curve of radius Rm, since it is measured along a meridian. The 
linear difference in latitude is nearly the same for the two sur- 
faces, and the angular difference in latitude will vary inversely as 
the radii ; that is, 

(^ - <t>') N = A*" Rm arc i". <m) 

K 

Therefore . A*" = (^ - ^O -—^ — j-., 

Ajrarci 

A^" being in seconds of arc on the spheroid, and Ru the radius 
of curvature of the meridian at the middle [>oint between the 
parallels through A and B. The difference in latitude is there- 
fore 

_Aj." JCQSa s'sin'atan^ J* sin'ttcostt(i+3tan'0) , > 
* ^RiiS^xci"'^2NRiia.Tci" 6mRMa.Tci" ' ^"^ 

Since the middle latitude is not known at the beginning of the 
computation, it is more convenient first to take out the value of 
Rs for the known latitude of A, giving &<p", and then to correct 
to Rjf by changing Stp" to A^" in the inverse ratio of the radii. 

in which 8*" -^ is a correction to be subtracted from the first ■ 

Rm 
value. 
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(i - e"sm'*)» 



Therefore dRm = - 



(i — e') • .^ e* sin ^ cos ^ d^p 
(i — c*sin^)^ 

Since dRm is half the change from the starting point to the 
middle point, d^ is taken as half the difference in latitude, i4>; 
that Is, 

2 

Therefore 8*"^ - S^^f^-^ffl'" (j^"). 
«„ 2(1 - e^sinV) 

= /?•(«*")*■ (0) 

If we now put for brevity •=: 7; = B, — rrr; — - — ;; = C, 

J!, arc i' 2 NR„ arc i 

-f^^ = A (the first term in (n)), and ' '^J'^'* = E, then 

Equa. (») becomes 

-A*" =s-5-cosa + s'-C-sin'a 

+ (5*")* -ZJ - A-s* •£ -sin'a, [64] 
and the new latitude is given by 

*' = « + A«". [6s] 

The logarithms of the factors B, C, D, and E are given in 
Table XIV, p. 351, in metric units, for the Clarke spheroid of 
1S66. 

The D term is inserted before the E term, because it is usually 
the larger. The E term may be omitted when log s is less than 
4.23. . , . The D term may be omitted when log^ is less than 
2.31 . . . , and A* may be substituted for (5^")* when log s is less 
than 4.93. . . . The fourth differential coefficient in the series 
may be neglected except for the very longest lines (see Coast Sur- 
vey Report for 1894, p. 384) 

120. Difference in Longitude. 

The difference in longitude is such a small angle that we may 
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obtain it with sufl&dent predsion by a direct solution of the tri- 
angle PAB, Fig. 70, using 7-place logarithms, 
Applying the law of sines, 

. , - sin <r an a 
sin AX = ;— ■ 



The sphere on which the points are projected is that whose 
radius is N' and whose center is at H' corresponding to point B. 



(p) 

In practice it is more convenient to solve the equation in the 
form 



and then to apply corrections for the difference between the arc 
and sine; the equation should therefore be written 

Ax" — corr,|<wAx = TTt 7, -anasec*' — corr.io«,, 

N arc I 

since each side of the equation is too large by the difference be- 
tween the arc and sine. 

Pladng -TT, ;; = A', the equation becomes 

N arc I 

AX" ^ A 'S •sinasec0' +corr.iogax — corr.iog. [66] 

in which the corrections are to be applied to the logarithms. 
Values of log A' will be found in Table XIV, p. 351. 
In Art. 115, p. 154, it was shown that 



'R '"^ — R 6R^' 
when s is the length of any line on the surface. 
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If — is an angle expressed in seconds, then the last equation 
becomes 

"{jh'"'" 



logi-logsini 

Taking logs of both members, 

log (diff. of logs) = log (^^^) + 2 log Q- 

Applying this formula first to AX", 

log (diff. of logs) = 8.2308 + 2 log AX". (q) 



2 Iort;; jT, we have 

N arc I 

1<^ (diff. of logs.) = 8.2508 + 2 log 5 + 2 log j4' (r) 

= 5.2488* + 2 logs. (s) 

This correction is to be subtracted because arc ^ is greater than 



(^')- 



In Table XIII the corrections are tabulated to show the values 
of logs and log AX" for the same log diff. The correction for 
log s is negative and that for log AX" is positive. The algebraic 
sum of the two corrections is to be added to log AX". The 
method of making these corrections is illustrated in the example 
on p. 170. The new longitude X' is given by 

X' = X + AX". [67] 

121. Forward and Back Azimuths. 

Owing to the convergence of the meridians the forward and re- 
verse azimuths of a line will not differ by exactly 180", as in plane 

• Based on the value 8.5090 for log A'. 
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coordinates. The amount of this convergence is computed as 
follows : 

In the triangle PAB, Fig. 70, by Napier's analogies, 

taniU+S)-cotiAX.^-^|^^!- 

Substituting, and noting that A -^ B •{■ ^a = 180°, and that 
an increase in ^ causes a decrease in ^a, 

i I A . I » * cos i (* — <^') 

- cot - Aa - cot - AX • . ?;,,( ' 

2 2 sinj(<^4"*) 

whence - tan - A« = tan - AX s'"j(^+'^2 

2 2 cos i (^ — ^ ) 

2 A0 



Therefore _ ^ . ta„-./u„i>.i!l^\ 

2 

Putting for } Aa the series 






and for tan ^ AX the' series 



then 
-iAa = 



V2 31 /^^g A* 3 V2 24/^^^A« 



= I AX ^'"'^■' J. ^ sin^a -_. AX^ sin*0, 
2 A^ 24 A^ 24 ,A<6 
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AX* 

Multiplying by 2 and factorii^ out — 1 

24 



o,/_sini=. 



1^ sin*^ Y 
iA* cos* J A*/ 



cos J A^ 

Fladng cos ^ A^ = i in the small tenn and reducing Aa and 
AX to seconds -of arc, 

- A«" = AX" ^"^ + -(AX")*sin«.cos»«.arc* i" 
cos $ A^ 12 

= AX" sin ^» sec ^ + (AX")' • F, [68] 

in which 7^ is an abbreviation for ^^ sin 0. cos° ^ arc^ 1" and is 
given by its log in Table XIV. This P term amounts to only 
o",oi when log AX" = 3.36. . . . 

The back azimuth a is given by 

a' = a + A« + 180°. [69] 

In calculating the geodetic position of a point, the admuth of 
the line to that point is to be found from the known azimuth of 
the fixed side of the triangle by using the corrected spherical 
angle, not the plane angle of the auxiliary triangle. The com- 
putations of 4>' and X' may be verified by computing the position 
from two sides of the triangle and noting whether the same ^' 
and X' are obtained from the two lines. The reverse azimuths 
are checked by noting whether their difference equals the spher- 
ical angle at the new station. In this manner the calculation of 
each triangle may be made to check itself. 

132. FormuUe for Computatioa. 

For convenisice of reference the working formula are here 
brought together. 
-A*=i.B.cosa+s*sin=a-C+(5«")*.i?-A-i*-sin*a-£,* [64I 

AX = j4' . J . sin « sec <^' [66] 

* Tlie value of — d^ nuy be made more accurate by the addition of the foUowing 
:•*■£ + i i" ■ co^ « sec" ♦• jl' ■* an? i". 
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(or, log AX"= log s +Ck,gik-Cio,,+log sin a+log A'+iog sec ^O. 
- da = A\" sin H* + *') sec i i« + (AX")* • F, |68l 

in which 

k = s • cos a • 5, 
-S* = i.coso.B+i*sin*a.C- Aj*an*a.£. 

The position of the new point aqd the reverse azimuth are then 
given by 

0' = * + A*, [65] 

X' = X + AX, [67] 

a' - a + Aa + i8o°. [69] 

The anai^ement of the computation is illustrated by the fol-, 
lowing example. The two pages show the two ccanputations of a 
position in the same triangle. 

In the first page of the computation, the known station is Waldo 
and the position of Bunker UiU is to be found. Since the value 
of Aa depends upon AX and AX' depends upon 0', the three paxts 
of the solution must be carried out in the order indicated. In 
computing A0, take out B, C, D, and E for the given latitude 0. 
The (30) used in the D term is usually taJten as the algebraic simi 
of the first two tenns of the series; if the E term is large, ^t should 
be included also. The A in the £ tenn is the first (5) term alone. 
The a^ebraic signs of the functions of a are important and should 
be carefully attended to. 

When computing AX, 0' is known and the factor logj4' must 
be taken out for this new latitude 4/, not for 0. The primes are 
inserted to call attention to this. To correct for the diflference 
between the arc and the sine, enter Table XIII with log AX and 
log s as arguments. The algebraic simi of the two values of 
"log. diff." is the correction to be applied to log AX. The value 
of An is found last. 

The values of 4/ and X' are checked by noting whether the 
same values are obtained from the two computations. The two 
reverse azimuths should differ by the spherical angle at the new 
station, which checks the computations of Aa. 



,t,.,.d.i. Google 



CALCULATION OF GEODETIC POSITIONS 
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123. The Inverse Pioblem. 

Not inf requentiy it is required to find the distance and mutual 
azimuths between two stations whose latitudes and loi^tudes 
are known. 

If we place a; = s sin a and y = s cos a, then, from Equa. [66] 
and [64], we have 

A\ cos a' 
* A^ 



[10] 



and y= -^[A<t>+Co?+D (i*)' + E (A*) 3^], [71] 

1 v. u . X A\COS<b' r 1 

from which tan a =- = — ~ — ~ [72 

y A'-h ' 

and i = y sec « > [73] 

= X cosec a. ) 
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The inverse solution may be worked out on the same printed 
form that is used for the direct solution, but the order of procedure 
is modified as follows: First, compute x by Equa. [70], then the 
C, D, and E terms in Equa. [71], obt^iung finally y. The azi- 
muth is then found through its tangent; the calculation of ^ is 
the final step. 

124. Location of Boundaries. 

Whenever it becomes necessary to establish on the ground a 
boundary line between two states or countries, the lei^th of the 
lines and the accuracy demanded usually make it necessary to 
employ geodetic methods. A boundary may consist of a 
meridian arc, a parallel of latitude, or a great circle inclined to the 
meridian; or it may be a combination of these. 
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135. Location of Meridian. 

If a boundary is a meridian arc the longitude of which is &xed 
by law, it is first necessary to assume approximate positions for 
the terminal points, and then to determine the loi^tude of these 
by direct observations. These points are then corrected in 
position. After the terminals have been established on the 
ground, the line may be run from one to the other as a random 
line, to be subsequentiy corrected if necessary. Observations on 
Polaris for azimuth will show the direction of the meridian. The 
line is then run out by backsighting and foresighting. If neces- 
sary, the direction of the meridian may be determined at inter- 
mediate points. When the second point is reached, the error in 
the running of the line becomes known, and the random line may 
be set over or re-nm in the usual manner. If the boundary is 
long, the intermediate points may be found by triangulation in- 
stead of by direct measurement. In any case triangulation will 
furnish a valuable check. 

136. Location of Parallel of Latitude. 

In order to establish a parallel of latitude on the ground, it is 
necessary to assume a point as nearly as may be on the desired 
parallel. The exact position of this assimied point is then de- 
termined by Talcott's method, and the station moved, if neces- 
sary, to the correct position. If the difference between the ob- 
served and the desired latitude is A0, the sea-level distance 
which the station must be moved is s' = J?« A^" • arc i". 

At higher elevations s' should be increased in proportion to the 
distance from the center of the earth (Equa. [6]). If the error in 
position proves to be large, it may be advisable to make another 
determination of the latitude, in order to avoid the effect of 
station errors. (See Art, 83, p. 109), 

The next step is to determine the azimuth of a reference mark, 
by observation on Polaris, and to establish the direction of a 
great circle at right angles to the meridian (prime vertical). 
Points on the parallel are then determined by measuring offsets 
from the prime vertical as a reference line. 
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In Fig. 71 we have, in the triangle PAB, 
J* A = go" - (t>, 
A = 90°, 
Lod tan ff ix tan ^X COS 0, 

)r <r - tan"' (tan A\ cos 0). 




Fig, 71. 



Expanding c by the formula for tan"'*, p. 330, and also 
tan Ax in tenns of A\ by the formula for tanx, p. 330, we have 

<r = AX cos + J (AX cos ^)' tan* <t>, 
or s = aN = NA\" • cos if • arc i" 

+ J iV (AX" cos • arc i")' tan* <f, I74] 

which gives the distance AB corresponding to any difference in 
longitude AX. 
If in Equa. [64] we place a = 90°, 



-A*" = 



2 iVii, arc i" 



The offset P from the prime vertical (tangent) for any distan<% 
5 from the initial point is 

i'tan^ 

2N 



-A0"ii»arc r" = 



[75] ■ 
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Since P varies as s^, the offsets for equidistant intervab along 
the line may be readily calculated. The direction of the pole 
from any point {x) on AB is given by 

PxA — 90° + Aa, 
in which it is sufficiently accurate to take 

— Aa = AX sin <^. [76] 

Since the numerical value of Aa increases directly as AX, it will 
be sufficient to take the increments of Aa a$ proportional to i. 

If the arc of the parallel is a long one, it is advisable to break 
it into sections, and to establish a new point at the beginning of 
each section by direct latitude observation. 

(See United States Northern Boundary Survey, Washington, 
1878.) 

127. Location of Arcs of Great Circles. 

The general method of laying out arcs not coincident with the 
meridian is that of determining astronomically the latitudes and 
longitudes of the terminal points, and then running a random 
line between them. The direction and distance between the 
terminals may be foimd by Formulse [70] to [73] for the inverse 
solution of the geodetic problem. The azimuth is determined 
by observation at intermediate p<nnts. The error of the random 
line is corrected in the usual way. For long arcs triangulation 
would be substituted for direct measurement. 

(See Appendix 3, Coast Survey Rq)ort for 1900, "The Oblique 
Boundary Line between California and Nevada.") 

128. Plane Coordinate Systems. 

When all the points to be located in a survey are comprised 
within a relatively small area, such as a city or a metropolitan 
district, the calculations are greatly simplified by the use of plane 
coordinates. If there are rehable triangulation points already 
established within the area, these will naturally be used as a basis 
for the new survey, or at any rate to check the new triangulation. 

In estabb'shing a system of plane coordinates it is necessary to 
dedde first upon the positions of the coordinate axes. These 
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will oa turally be a meridian and a great circle at right angles to 
it; or,' more properly speaking, they will be straight lines tai^ent 
to these two circles at their point of intersection, all points being 
supposed to lieMn the plane defined by these two lines. The 
origin of the system must be defined in terms of the coordinates 
of some specified point of the survey (geodetic datum, p. 15S). 
Unless this is done, the origin will not be the same when derived 
from different points, and ambiguity will exist regarding the true 
position of the origin. The origin may be taken as coincident 
with the selected triai^ulation point, as in the case of the survey 
of Boston, Massachusetts, and Baltimore, Maryland; or it may 
be the intersection of a selected meridian and parallel as derived 
from the assigned latitude and longitude of some station. In 
Springfield, Massachusetts, for example, the origin ts the inter- 
section of the 42° 04' parallel and the 72° 28' meridian, as de- 
termined by the published latitude and longitude of the United 
States Armory flagpole. The direction of the meridian must be 
defined as making a certain angle with a specified line of the sur- 
vey, preferably one which passes through the fundamental point. 

The point at which the plane is tangent to the spheroid must 
not be confused with the (o, o) point of the system. The former 
should be within the area surveyed, preferably at its center, in 
order to avoid large spherical errors. The latter may be taken 
at any convenient distance outside the area by assigning to the 
tangent point large values of x and y, in order to avoid negative 
values in the coordinates of the survey points. The tangent 
point is on the sphere as well as on the plane; the (o, o) point is 
not necessarily on the sphere. 

129. Calculation of Plane Coordinates bom' Latitude and 
Longitude. 

In calculating the plane coordinates of a point, we may apply 
Formulie [70] to [73] for the inverse solution of the geodetic 
problem, one of the points being the origin (tangent point) whose 
codrdinates are ^ and X, and the other the triangulation point the 
coordinates of which are ^' and X'. The x and y there given are 
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the plaJie coordinates desired. If the coordinates of many points 
are to be transformed, it will prove to be more convenient to 
use specially prepared auxiliary tables and to modify the calcula- 
tions as follows. 

In Fig. 73 P is the triangulation point whose latitude and 
longitude are known, and whose coordinates x and y with refer- 
ence to the ori^ O are desired. For such distances as are likely 




Fig. 71. 



to occur in a plane system it may be assumed that PE = PD; 
that is, X equals the length of the arc of the parallel PD. The 
ordinate y = PC may be taken as PA (the difference in latitude) 
plus BC * (the offset from great circle to parallel). From For- 
mula [70], 

X - PD - iL\" ■'^- [77I 



If 3; is to be expressed m feet, 



(See Table A.) 



I78I 



* If P Is south of the origin, the ofFset must be subtracted. 
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TABLE A. VALUES OP LOG ^^^ +05159844* 
Distance west of origin in feet — i — iX" X H . 



Lat.*'. 


LogH. 


Ut.*'. 


Logff. 


P.P. 


^ 


» 


» 


S76 


41 10 


1.8768536 


42 30 


1.875 7103 


T 


19 
38 


'9 

38 


>9 
38 


11 


30 


7966 


30 


6530 




57 


S7 


S7 


58 












76 


76 


77 


77 


" 


7396 


21 


S957 




95 


95 


96 


96 


30 


58=5 


30 


5383 




114 
133 


"4 
■34 


"5 

>34 


"5 

'34 


" 


6=55 


" 


4809 




152 


153 


153 


154 
173 


30 


S684 


30 


4235 




190 


191 


191 


192 


'3 


5' 14 


23 


366. 




3 


339 


»30 
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30 
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30 
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247 


248 
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287 
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30 
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305 
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aSaS 


*S 


1362 
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361 
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3» 


2256 


30 


. 0787 




380 


38. 


383 


384 


16 


1684 


26 


I .87s 02" 




'3 


400 

419 


403 


403 


30 




30 


1.8749636 




437 


439 


44* 


443 












456 


458 


459 


461 


17 


1. 876 0541 


37 


9061 




475 


477 


478 


480 


30 


1.8759968 


30 


8485 


26 

27 


494 
S13 


496 
S15 


497 

517- 


499 

SIS 


18 


9396 


28 


7910 


28 


532 


534 
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S38 










29 


55" 
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555 


557 


30 


88j3 


30 


7334 


30 


570 


573 


574 


576 


19 


8250 


29 


67S7 












30 


7677 
1.87s 7103 


30 
30 


6181 
1.874 S6c^* 













* Thii ii the lona adopted by the a 
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TABLE B. VALUES OP 0.315 9841 - log B 
Dist. N. of Origin in Feet = A*" X X + x* ^^ 
Dist. S. <rf Origin in feet - i*" X K - x* ^^ 



Ut. 


hog-K. 


Ut. 


Log.K. 


P. P., Diff. 1' - U.S. 


A3 to 


2 .ex)5 aSgi 


4*3 10 


3.0053109 


^Ti — 






s 


3° 


2988 


30 


3"6 






23 


5 




»994 




3133 


3 




34 


S 


30 
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30 


3139 






35 


s 




3<»6 




3'3S 


S 




26 


G 


30 


30'3 


30 


3141 


6 




27 


6 


>3 


3019 


33 


3147 


7 




28 


6 


30 


3M6 


30 


3>S4 


8 




29 


6 


14 


303' 


34 


3160 


? 








30 


3039 


30 


3167 










15 


304s 


35 


3173 










30 


3051 


30 


3180 










16 


3058 


36 


3186 


'3 








30 


3064 


30 


3 '93 


14 








'7 


3070 


27 


3199 


15 








30 


3077 


30 


330s 


16 








18 


3083 


3g 


3211 


17 








30 


3090 


30 


33.8 


18 








•9 


3096 


39 


3214 


19 








30 


3'03 
3.00s 3i'99 


30 
30 


3331 

■2.00s 3337 


3-1 









The difference in latitude PA is converted into feet by multi- 
plying 4*" by ^=2^, (Table B.) 



The offset BC (Formula [75]) - ^^ X if." 



[;9l 



The factor — 7^, in feet, may be taken from Table C which 
was calculated by the formula 

I801 

* For another metliod of calt-ukting this offset, ^ce an article entitled " A Metbod 
of Transforming Latitude and Longitude into Plane CoSrdinatis," by Stmgid H. 
Thomdike, JourtuU Boston Society Ctvil Engineers, Vol. 3. No. 7, Septemtier, 1916. 
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TABLE C. VALUES OF LOG^ (ft.) = logC- logB -0.515 9842 
Offset from parallel - log I, + a log x 



Lat. 


Log.t. 


Lat. 


Log.L. 
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Example. As an illustration of how this method would be applied, let us sup- 
pose that it is desired to compute the pkne coordinates of A Ptrwderkorn in a system 
whose origin is the dome of the State House, Boston, Massachusetts. We first 
compute a*" and AX" and then apply formula (78], I79] and [80] as rfiown. 
Powderhom Lat. 41° 24' o4".683 Long. 71° 01' S2".oo6 
State House 42 n ag .596 71 03 51 .040 



A«": 



log = 0.2393s 
Offset = 1.7352 ft. 



2' 3S"-o87 
155-087 

logi*" - 2.190 S7S4 
\ogK = 2.0053129 

" )g = 4-195 8883 



= 3-950913* 

= 8931.17 ft. East of 



y = 15701.33 ft. North of State House 

If it is preferred to make the conversion from AX to x always 
on the same parallel of latitude, that of the origin, a table may be 
calculated, giving the length of each minute (i' to 10') and each 



,t,.,.d.i. Google 



iSo 



CALCtnjVTION OF GEODETIC POSITIONS 



second (i" to 60") of arc on this parallel; the difFerence in loi^ 
tude may be taken out, by parts, from this table. If this is done, 
however, it is necessary to make allowance for the convergence 
of the meridians between .the two parallels by solvii^ for the dis- 
tance AB = y sin (Fig. 72). The convergence = AX" sin^ 
and its sine may be tabulated for different values of AX and ^. 
If the triangulation poiut is north of the origin, AB is to be sub- 
tracted; if south, it is to be added. 

130. Errors of a Plane System. 

In order to investigate the errors of a plane coordinate system 
like the preceding, let us assimie that a line starts from the origm 
o, Fig. 73, in an azimuth a, and follows the surface of a sphere of 
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Fig. 73. 

radius "^RJli (for latitude ^) for a distance s meters, to point A.\ 
and that another line OA' , having the same azimuth and length, 
lies in the plane which is tangent to the E^here at o. The pcont 
A' in the plane then represents the point A on the sphere as de- 
termined by a direct measurement from the origin. The defects 
of the plane system as a means of representing points on a ^here 
will be shown by the error in reproducing point A' by following 
different routes, such, for example, as traversing due north and 
then due west on the sphere, or due west and then due north. 
If a perpendicular AF (an arc of a great circle) be let fall from 
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A (Fig. 73) to the meridian through o, its length will be deter- 
mined by 

, a . s . 
an— =sm— -sma, 

where a is the perpendicular distance in meters and R is the 
radius of the sphere. 

For the corresponding dbtance on the plane, 
a = J • sin a. 

Distinguishing the plane and spherical values of a by sub- 
scripts, p and s, the difference in length may be found as follows: 

dp — o, = ssina — iisin~'(sin«sin 



(sin«sin|\ 
Rsana , s* . i* . , , 



Assuming that * = 40°, a = N 45° W, and s = 20,000 meters 
(about 12 miles), then a, — a, = o".oii6. If another such line 
were to extend 20,000", N 45° E, to B, the terminal points ^4 and 
B would then be o".0232 farther apart if calculated on a plane 
than if calculated on the sphere.* 

■ If the survey proceeds from o northward to the point F, where 
the great circle from A, perpendicular to the meridian, inter- 
sects that meridian, and then westward along this great circle to 
A, the point A would be reached without error, if the measure- 
ments were perfect. The point computed on the plane would 
not agree, however, with A' as already established. The excess 
of the spherical distance b„ along the meridian to the foot of the 
perpendicular F, over the plane distance ftp is found as follows: 

* This does not refer to the chord-distance AB, but to the distance on the 
qiherical surface. 



,t,.,.d.i. Google 



;82 CALCULATION OF GEODETIC POSITIONS 

In the ^herical right triangle, 
^ b 



COSal— fCOSd! 



i,-Jp-7etan-'(tan^ 
5* COS a sin* a 

Assuming the same data as before, we find that in order to reach 
A, on the sphere, we must run N 14142.15886 meters and then 
W 14142. 12400 meters. Since in this case jsina =scosa = 
14142.13563", such a traverse, when computed on the plane, 
gives a point o~.o2323 N and o".oii63 E of point A'. A similar 
traverse running west to point G (Fig. 73) and then north to A 
■Would give a point o~.oii63 S and o".02323 W of point A'. The 
relative portions are shown (actual size) in Fig. 74. 




FlO. 7S. 



The maximum discrepancy in the traverse is then about o".o5, 
or about two inches. This would appear as an error of closure 
of the traverse OF AGO even if there were no error whatsoever in 

the measurements themselves. 
The difference in length between an arc of the paraJlel and an 
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arc of the great circle is found as follows; In Fig. 75, i AB = 

f sin — = iisin-. Replacing the sines by their series in terms of 
2 2 

the arcs, T I r-J = -^ ( s)- The difference between 

r A\, the arc of the parallel, and BS, the arc of the great circle, is 

24 24 

„ ,AX' „ AX* CDS' , , 

= ic COS it ^ (approx.) 

24 24 

^ce d = AX cos ^, nearly. 

Therefore rAX - ite = 3*5 if cos AX' (i - cos= 0) 

™ j'f if (Ax")' . arc* i" cos sin* 0. 

In order to compare this with the previous examples, we must 
put Ax" = ii92".4, which corresponds to the distance between 
A and B. The error f AX — i!9 is found to be o"',oi86 for the 
total arc, or C'.oogj for the half arc. The difference between 
the length of the parallel and the x coordinate is therefore 
o"'.oii6 — o".ocx)3 = o"'.oo23. 

These results indicate that a plane system may be extended 
over an area twelve miles in radius without involving errors of 
computation as great as the errors of measurement, and abo that 
the formula given may be used whenever it is safe to use plane 
codrdinates. 

131. Adjusting Traverses to Triangulation. 

Whenever a traverse is to be run from one triangulation point 
to another, or if the circuit is to return to the original triangula- 
tion point, some method must be provided to allow for the effect 
of convergence of the meridians. The most obvious method is 
to refer all bearings in the traverse to the direction of the initial 
meridian, taking no account of true bearings at any other point 
of the survey. This method is subject to very small errors, far 
within the limit of accuracy of the field measurements, unless the 
area is much greater than that ordinarily covered by a traverse. 
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PROBLEMS 

Problem i. Calculate the latitude and longitude of pc«nt A, Problem 3, Chapter 
VI, from both lines, and the bacfc azimuths AS and AC. 

Problem 2. Calculate the laUtude and longitude of point E, Problem 4, Chapter 
VI, and the back azimuths EL and EN. 

Problem 3. Calculate the position of Sand Hill in Problem 5, Ch^ter VI. 

Problem 4. What will be the enoT of closure of a survey which folbws theci^ 
cumfeience of a drde iriiose radius is 20,000 metera (on the earth's suifoce) if the 
survey b calculated as though it were on a plane, the latitude of the center betag 
40° M. and the meaauiementi being exact? 
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CHAPTER Vm 

FIGURE OF THE EARTH 

Z32. figure of the Earth. 

The term "figure of the earth " may have various interpreta- 
tions, according to the sense in which it is employed and the de- 
gree of precision with which we intend- to define the earth's 
figure. When we say that the earth is spherical, we mean that 
the sphere is a rough approximation to the true figure, sufficiently 
close for many purposes. We adopt the sphere to represent this 
^ure because it is a simple surface to deal with mathematically. 
When a closer approximation is required, we employ the spheroid, 
or ellipsoid of revolution. This figure is so near the truth that no 
closer approximation has ever been needed in practical geodetic 
operations, although an ellipsoid (three unequal axes) or an 
ovaloid (southern hemisphere the larger) may be nearer the 
truth. All the surfaces mentioned are regular mathematical sur- 
faces, substituted for the true surface on account of their sim- 
plicity. 

In defining the true figure it is necessary to distinguish be- 
tween the topographical surface and that surface to which the 
waters of the earth tend to conform because they are free to 
adjust themselves perfectly to the forces acting upon them. It 
is this latter surface with which we are chiefly concerned in 
geodesy; the land surface is not referred to except in such ques- 
tions as the effect of topography upon the direction and in- 
tensity of gravity. The true figure, called the gtind, is defined 
as a surface ■which is everywhere normal to the force of gravity, 
that is, an equipotentlat surface; and of all the possible surfaces 
of this class it is that particular one which coincides with the 
mean surface of the oceans of the earth. Under the continents 
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it is the surface to which the waters of the ocean would tend to 
confonn if allowed to flow into very narrow and shallow canals 
cut through the land. It is necessary to suppose these canals 
narrow and shallow in order that the quantity of water removed 
may not modify the figure over the ocean areas. 

Some idea of the relation of the spheroid, the geoid, and topo- 
graphical surface may be gained by an inspection of Fig. 76. It 
will be seen that the geoidal surface coincides with the surface 
of the ocean, and that it intersects the spheroid at some distance 
out from the shore line. The inclination of the normal to the 




Fig. 76. 

^umb line (station error) shows the angle between the two sur- 
faces at this point. 

The surface of the geoid may be represented conveniently by 
means of contour lines referred to the spheroid as a datum sur- 
face. In Fig. 77, which shows contours of the geoid within the 
limits of the United States proper, that portion of the contours 
shown in full lines is taken from a map published by the Coast 
and Geodetic Survey in "Figure of the Earth and Isostasy " 
(iQog); the remaining portions (dotted) were sketched in by 
eye, following in a general way the topography of the continent. 
Such a map conveys no real information about the elevations 
of the geoid except along the full lines, but is given simply to 
show how the contours would be used in representing the geoid. 

When we speak of the spheroid as the "figure of the earth " we 
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mean that particular spheroid which best represents the earth as 
a whole, or which most closely fits some specified area. The 
dimensions of such a spheroid are not to be regarded as fixed, 
but are subject to revision with each accession of new data. Such 
a spheroid necessarily depends upon a large amount of data, and 
the calculations for fixii^ its dimensions are long and compU- 
cated, involving the adjustment of many observations by the 
method of least squares. 



Fig. 77, Contours of the Geoid. 

The principal methods of determining the spheroid are (i) by 
the measurement of arcs, which may be portions of meridians, 
of parallels, or of great circles; (2) by means of areas containing 
several astronomical stations rigidly connected by triangulation ; 
and (3) by observations of the force of gravity. 

133. Dimensions of the Spheroid from Two Arcs. 

The simplest method by which the dimensions of the spheroid 
can be determined is by the measureinent of two meridian arcs. 
The length of each arc and the latitudes of the terminal points of 
each must be measured. If the earth were a perfect spheroid, 
and if there were no errors of measurement, the two arcs would 
determine exactly the elements of the spheroid. 
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Id the equation of the ellipse there are two constants to be 
determined, and it will be shown that the detennination of the 
curvature of the meridian ellipse at two prants will enable us to 
compute these constants and consequently all the other elements 
of the ellipse. In Fig. 78, suppose that the lengths of the two 




Fkj. 78. 



meridian arcs have been measured by triangulation and that 
their lengths are s and /, and that the differences of the latitudes 
of their terminals are A* and A<t>', respectively. The radii of 
curvature of the ellipse at the middle points of the arcs are 

g (i - g') 



Rm = 



and 



R«' = 



(i-c*sin**)* 



in which and *' refer to the middle points of the arcs and a 
and e are unknown. If the two arcs are regarded as arcs of 
circles whose radii are to be found, then 



IL = 



A^ arc I 



and RJ - 



A^' arc I 



,t,.,.d.i. Google 



DIMENSIONS OF THE SPHEROID FROM TWO ARCS 189 

are the two radii of curvature, A^ being in -seconds. The 
shorter the arcs, the less the error involved in assuming that 
they are circular. 
Equating the two values of R^ and Rj, we have 



»(■-«•) 



4*am" (i -<!>siii'«)l 



i«'arci" (i -<!>sinV')' 
Dividing (a) by (6) and solving for «*, 












[8.1 



Having found e' from Equa. [8i], the equatorial radius a may 
be computed by substituting the value of c* in either (o) or (A). 
The value of b may then be found from the relation 

*» = o^i - ^)- (fi) 

The compression/ is given by 

The length of a quadrant of the meridian 'may be found by 
applying Equa.. [54], Chapter V. 

In this method of determining the elements of the spheroid it 
should be observed that there are just enough measurements to 
enable us to solve the equations, and no more. All errors of 
measurement enter the result directly; we should not, therefore, 
expect to derive very accurate values from two arcs. 

As an illustration of the preceding method let us take the 
Peruvian Arc and a portion of the Russian Arc, the data for 
which are as follows: 
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PERUVIAN ARC 



SUXion. 


Astr. lat. 


d( latitadc' 


T ui 


S3 04 3>.o68 i 
No 0331-387 ( 


344.740 -S 






RUSSIAN ARC (Northern End) 


Toraea 


N 6s 49,44-57 } 
N 7040' li.ii J 


539.841-7 







Substituting in Formulae 8i, (a) and (c), the resultii^ values 



e* = 0.0065473, 
'^ = 6,377.352 m, 
* = 6.3S6f44o m. 

134. Oblique Arcs. 

If an arc (AB, Fig. 79) is inclined to 
the meridian at a small angle, it may be 
utilized to determine the curvature of the 
meridian as follows: Referring to Eqvia.. 
(«), Chapter Vn, it is seen that the dif- 
ference in latitude of the terminal points 
of the line is given by the series for A*". 
Hence the lei^th of the meridian arc is 
given by A0". R^ • arc i", and 




A*" -A,- arc i" = — ^ cosa rrj^sin^atan^ 

2 iV 

+ ^j»sin*ocosa(i +3tan*^). [82] 

Each line of a chain of triangles may be projected onto the meri- 
dian, and its length found by this formula. The length and dif- 
ference in latitude of the end points are thus found, and the 
projection treated as though it were a measured meridian arc. 
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The sum of all these short arcs may then be treated as a single 
arc to be combined with another similar arc in the computation 
of a and e. 

135. lignre ci the Earth from Several Arcs. 

When several arcs are to be used to determine the elements of 
the spheroid, there are more data than are necessary for the 
direct solution as given in Art. 133. The arcs usually consist of 
several sections; that is, the latitudes of several stations alot^ 
the same meridian are observed and the distances between them 
are determined by the triangulation. The problem is one of 
combining all these measurements by the method of least squares 
in order to obtain the most probable values of the elements. 
Only the outline of the method can be given here. 

From Equa. [49] we have for the length of a meridian arc 
s = A<p 'R^' arc i", 
which is sufficiently accurate for short arcs. For long arcs a 
more accurate expression is necessary. Suppose that an arc 
consists of several sections, the latitude of the initial point being 
^, the second 0:, etc., and that the meridian distances between 
the stations are s, Si, etc. From the first two latitudes 

. . , I (i — c'sin**)' , ,, 

Instead of finding a and e* directly, it is more convenient to 
assume approximate values of these quantities and to compute 
the most prol^ble corrections. Let us assume the equations 

a = a, +Sa 
and c* = e,» + Se*. 

Let R, be the value of R^ corresponding to e,* and a,. Ex- 
panding (/) by Taylor's theorem, 

4-) 4-) 
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Evaluating the two differential coefficients, 



^(t) 



''W (i-e'sin'rt* 
da ' o'(i-«^ 



neglecting the e* tenns, and 



'© 



fl(i-e^'|'(i-e'MnV)*siD'0-(i-e'sin'»)*-g 

dc* ~ . o» (i - O 

= - (i — I sin* ^), neglecting e* terms. 

Substituting these values in (g), 

i.i_i.to + i(,-}sin«*).Je'. 
K K, Of a. 

Hence (e) becomes 

The errors in the measured latitudes are so large in comparison 
with the errors in the measured arcs that the lengths are con- 
sidered exact and the observed latitudes are given corrections 
t>i, Vi, etc. Equa. (k) then becomes 

*=+ft-*,-r.--^fe-^,+ (i-Sd„'*)^--. (.■) 
arc I \iu flo Oaf 

In the small terms, containing Sa and Se', the e* terms were 
omitted; that is, c* was placed eqiial to zero. This makes J!m = a 



Substituting in (»}, 



»,_iii=_(^_^) + - 7/--^ ;; + Ci-fsm*«) ; 

^arci Oo'arci a,arcr 
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If we place 









y-if. 






substituting 


inO'), 


we have 










oi* + *iy + Ji - 


ft - Pi, 






where 




01 = 












ii- 


(* - «.) (l 


-i'. 


sin'*), 






h- 


^1 

J? arc- ," 


(*.- 


-*,). 



(») 



It is evident that an equation of this form {k) may be written 
for each section of each arc. There will be more equations than 
there are unknown quantities to be found. From these equations 
we may form a set of "normal " equations (Art. 201, p. 293}, 
equal in number to the number of unknown quantities, that is, 
equal to the number of arcs plus two. The simultaneous solu- 
tion of the normal equations gives the corrections ia and 5c*, and 
also the correction to the initial latitude of each arc. 

136. Principal Determinations of the Spheroid."' 

The spheroids which have been most extensively used are those 
of Bessel (1841) and Clarke (1866). Bessel's determination was 
based on the following arcs; the Peruvian, French, English, 
Hannoverian, Danish, Prussian, Russian, Swedish, and two 
Indian arcs. The resulting elements of the spheroid are generally 
used in Europe at the present time in geodetic surveys. They 
were employed in the United States up to about 1880. Clarke's 
spheroid (1866) was calculated from the following six arcs, the 
total amplitude being about 76° 35'; the French, English, 
Russian, South African, Indian, and the Peruvian. The Clarke 
spheroid is larger and flatter than Bessel's. It was adopted by 
the Coast and Geodetic Survey about 1880, after it became evi- 
dent that the surface in this part of the globe has a flatter curva- 

* For an account of the different arc measurements see A History oj the Determi- 
nation of the Figure of the Earth from Arc Measurements, by A. D. Butterfield, 
Worcester, 1906. 
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ture than that indicated by the Bessel spheroid. The semiaxes 
of these two spheroids are shown below, their dimensions being 
based on Clarke's value of the meter, namely, i" = 39.370113 
inches. 





.<met™). 


b (mrters). 




6 377 397 
6 3j8 »o6 


nifs 







Several other spheroids have been calculated from different 
groups of arcs, but have not been extensively used for geodetic 
purposes. 

137. Geodetic Datum. 

The question of where to place the spheroid with respect to the 
station points of a survey, and the question whether a certain 
spheroid properly represents the curvature of the area being 
surveyed, are determined by a comparison of the geodetic and 
astronomical positions of the survey points. As the survey 
progresses the geodetic latitudes and longitudes will be calculated 
on the surface of the adopted spheroid, starting from some 
assumed position of one of the triangulation stations. At the 
same time the positions of many of the stations will be deter- 
mined astronomically. The differences in the latitudes, as- 
tronomical minus geodetic (A — G), the differences in the longi- 
tudes, and the differences in the azimuths are computed for every 
station where the astronomical observations have been made. 
A study of these differences and their manner of distribution will 
show what corrections to the assumed position of the initial 
point will reduce the algebraic sum of the quantities {A — G) to 
a minimum. If these differences were due wholly to errors in 
the assumed latitude and longitude of the initial point, it would 
be possible to reduce ^{A — G) to zero, but a part of this differ- 
ence is due to local deflection of the vertical, that is, to the dif- 
ference in slope of the geoidal and spheroidal surfaces. For this 
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reason the most that can be expected is to place the spheroid so 
as to reduce ^(A —G) to a small quantity. The remaining 
values of (4 — G) at the different stations after a recomputation 
has been made, serve to indicate the slope of the getnd with 
reference to the spheroid. 

If the reference spheroid adopted has too great a curvature, 
the computed latitudes will inaease or decrease faster than the 
astronomical latitudes as the survey proceeds north or south 
from the initial point (Fig. 80). This was observed as the sur- 
veys in this country were gradually extended on the Bessel 




spheroid. If we consider an area instead of a meridian arc, then 
we see that if all the astronomical zeniths are swimg inward with 
reference to the geodetic zeniths, the spheroid that we are using 
for the calculations must have too great a curvature for the area 
in question. If the observed latitudes are sometimes too great, 
sometimes too small, as we proceed along a meridian, this simply 
shows that the verticals are deflected locally, and that the 
average curvature of the surface is nearly that of the spheroid. 

138. Determination of the Geoid. 

The form of the geoid is determined by observing the local 
variations from the spheroid as a surface of reference. These 
deviations may be determined either from the station error 
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(difference between astronomical and observed position) or from 
the observed variation in the force of gravity, 

ITie station error at any point, or local deflection of the vertical, 
is a direct measure of the slope of the surface of the geoid with 
reference to the spheroid. The geodetic coordinates of the point 
are computed with reference to a line normal to the spheroid, 
while the astronomical coordinates are referred to the actual 
direction of the pliunb line, which is normal to the geoidal 
surface. 

139. Effect of Masses of Topography on the Direction of the 
I^umb Line. 

The deflection of the plumb line by masses of topography may 
, be computed by applying Newton's law of gravitation, that is, 
if mi and trh be any two masses, D the distance between them, and 
k a constant (to be found by experi- 
ment), then the force of attraction 
between mi and mj is 

that is, the force of attraction is pro- I 
portional to the product of the masses 
and varies inversely as the square of 
the distance between them. The 
effect of any mass, such as a moun- 
tain, in deflecting the direction of Fig. 81. 
gravity at any station may be found 

by combining the attraction of the mountain with the attraction 
of the earth regarded as a ^here. It may be shown that the 
attraction of a sphere at any external point is the same as though 
its mass were concentrated at its center. The relative attrac- 
tions of the mountain and the earth upon the plumb bob at thfe 

station are as — to — (Fig. 81), where m is the mass of the moun- 
tain, M that of the earth, and d the distance of the mountain 
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from the station. The angle D through which the plumb-line is 
deflected is given by 

tan Z) = -rj^- 

The earth's mass is ^ a-iP X 5.58 (the constant 5.58 being the 
mean density of the earth). If the mountain has a volume v and 
density 6, and the earth's radius be taken as 6370 kilometers, 
then 

C". 0.00138 1, [83I 

the dimensions being in meters and the angle in seconds. 




In order to take into account all of the topography about a 
station when computing the deflection of the plumb line, the 
following method may be employed (see Clarke, Geodesy, p. 294). 
the area surrounding the station is supposed to be divided into 
circular rings of any desired width, and the rings cut into four- 
sided compartments by radial lines, as in Fig. 83. 

It is desirable to separate the component of the deflection in 



,t,.,.d.i. Google 



EFFECT OF MASSES OF TOPOGRAPHY 199 

the meridian plane from that in the prime vertical. Let k be the 
height of the upper surface of the mass above station 0; let a and 
f be the azimuth and horizontal distance to any particle P in the 
mass; and let she its height above O and ,5 its density. The mass 
of the particle is then & • r • da • dr • dz. The attraction of the 
particle on O is 

5 -r 'da 'dr -dz 

k being the gravitation constant.* 

The component of this attraction in the plane of the meridian 
is the total attraction multiphed by the cosine of the angle be- 
tween PO and SO, which is _ ■ 

The total attraction of the mass in the compartment in the 
direction SO is 

. ^ ^ f" r l^ 6-r'-cosada-dfdz 

= e • 8 (sin a — sm ai) I f r 

= k-5 'k (sin a' — sin ai) I , 

'Jr. Vr' + h' 



Unless h is very large, 'the equation may be written with 
sufficient accuracy 



that is, the mass is considered to lie in the plane of the horizon 
of the station. 

* The gravitation constant may be defined as the attraction ol one unit mass on 
another unit mass at a unit distance away. In the C. G. S. system this is 
6673 X 10^". 
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The attraction of the earth at point O, suppo^ng it to be a 
^bere of radius R (3960 miles) and of density A, is 

^ " IP 

The angle of deflection in the plane of the meridian is ^ven 
by the ratio of attlactions, that is, 



A (sin a' — sin ai) log, - 



D = -, 



5 ■ 



,-R 



The ratio of densities — may be taken as - 
A 2 

i - 5-576. 



(84] 

1 

' i = 2.67 and 




Fio. Eiia. 

By extending the rings outward this computation may be 
carried as far from the station as desired. If a compartment is 
very far from the station, it becomes necessary to correct for the 
curvature of the earth, because the mass no longer lies in the 
horizon of the station, as at first assumed. 
* Se« Harknesa, Tht Solar ParaUax and its Related ConsbMts, Washingbn, 1891. 
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If the angles on and a' are measured from the prime vertical 
instead of from the meridian, the formula gives the deflection in 
a plane at right angles to the meridian. 

By the foregoing process we may compute for any station 
what is called the topographic deflection. It shows what the 
deflection of the plumb line would be if no other forces acted 
upon it than those mentioned. A comparison of the values so 
computed with the station errors actually observed shows the 
former to be much larger than the latter; from which we infer 
that the attraction of the surface topogn^hy cannot be the <mly 
force tending to deflect the plumb line. 

Laplace Points. 

As stated above, it is customary to resolve the deflection of the 
plumb line into two conqranents, one in the plane of the meridian 
and the other in the plane of the prime vertical. The meridian 
component is found directiy by subtracting the geodetic (com- 
puted) latitude from the observed astronomic latitude. The 
prime vertical component must be obtained indirectly either 
from the astronomic and geodetic longitudes or froin the astro- 
nomic and geodetic azimuths. In terms of the longitudes this 
component Is 

p. v. component - (X^ - X(^ cos <pa- 

In terms of the azimuth it is 

p. v, component = — (a^ — ag) cot ^g. 

Both of these relations may be derived from the figure (82a). 

If we equate the two values for the prime vertical component 
we obtain 

(a^ - as) = - (X^ - Xtf) sin ipg 

which is known as the Laplace equation. Triar^uiation stations 
at which the astronomic longitude and azimuth have been ob- 
served are called Laplace points. 

The geodetic and astronomic longitudes in the United States 
are subject to probable errors of less than o".5. ' The astronomic 
azunuths are also determined with about the same accuracy. 
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202 FIGURE OF THE EARTH 

The geodetic azimuths, however, as carried through the tri- 
angulatioD, are subject to an error about ten times as great. The 
triangulation may therefore be greatly strengthened by correcting 
the geodetic azimuths at Laplace points by means of the above 
equation. 

The manner of correcting the geodetic admuth is illustrated 
by the following example, taken from SupplemerUary Investiga- 
tion in igog of the Figure of the Earth and Isostasy. 

U. S. Stajidard longitude of Parkersburg , , = 

Astronomic " . _ " " " 

A — G in longitude 

A -Gin azimuth = (-0.70) (-sin#») 

Astronomic azimuth Parkersburg to Denver = 

True geodetic azimuth Parkeisburg to Denver = 

U. S. Standard azimuth Parkersbu^ to ttenver = 

Correction to U. S. Standard azimuth ■> —°"'5} 

140. Isostasy — Isostatic Compensation. 

For many years it has been known that the estimated and 
observed values of the station error are not in even approximate 
agreement, and it has long been suspected that the explanation 
would be found in the fact that the densities of the material 
immediately beneath the surface are unequal, regions of deficient 
density lying beneath mountain ranges, and regions of excessive 
density lying beneath low areas and under the ocean bottom. It 
is supposed that at some depth the excess above the surface is 
compensated by the defect below the surface, and lice versa. 
This condition is given the name isostasy. It appears that the 
theory was first clearly stated by Major C. E. Button in 1889, 
and since that time it has been the subject of much study. 

In 1909 and 1910 there were published by the Coast and Geodetic 
Survey the results of a very extensive investigation conducted by 
Professor J. F. Hayford, then Inspector of Geodetic Work and 
Chief of the Computing Division. The investigation was based 
primarily upon the computation of the topographic deflections 
at a large number of astronomical stations in the United States. 
The best topographic maps avaUable- were used for this purpose. 
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These computed deflections were then compared with the known 
(observed) deflections at these same stations as found from the 
triangulation and astronomical observations. In substantially 
all cases the computed deflection was found to exceed the ob- 
served deflection by a large amount, although the two were 
usually of the same algebraic sign. Computations were then 
made to test the theory that this condition called isostas^ actually 
exists. 

The condition known as isostasy may be stated as follows: the 
mass in any prismatic column which has for its base a unit area of 
the horizontal surface lying at the depth of compensation, for its 
edges vertical lines (lines of gravity), and for its upper limit the 
actual irregular surface of the earth (or the sea surface if the area 
in question is beneath the ocean) , is the same as the mass in any 
other similar prismatic column having a unit area on the same 
surface for its base. Such prismatic columns have different 
heights but the same mass, and their bases are at the same depth 
below the geoidal (sea-level) surface. 

Computations were made assuming different depths of com- 
pensation, for the purpose of finding at what depth the computed 
deflections (taking isostasy into account) most nearly agree with 
the observed deflection. It was found that the compensation 
was most nearly complete (more than -^ complete) at a depth of 
about 122 kilometers, or about 76 miles. 

It should be observed that, while the densities in the prismatic 
columns tend to compensate, the resultant deflection of the plumb 
line is not zero, for the portions of the column nearest the station 
have a much greater influence than the distant portions. The 
tendency is to throw all the zeniths outward from the continental 
dome, assigning to the surface a curvature which is greater than 
it should be. Thus, if isostasy is not taken into accotmt, the 
dimensions of a spheroid computed from such data will be too 
small. This investigation not only included a determination of 
the most probable depth of compensation, and a substantial 
proof of the validity of the theory in so far as it applies to the 
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United States, but also included a determination of the most 
probable dimensions of the spheroid for that area. In this calcu- 
lation the area method was employed. The dimensions of the 
spheroid resulting from this investigation are as follows: 

o = 6,378,388* ± i8~, 

b = 6,356rf>09", 



The general conclusions in regard to the existence of isostasy 
within the limits of the United States were later confirmed by the 
results of a similar investigation of the compensating effect upon 
observed values of the force of gravity determined with the 
pendulum. 

The results of these investiga,tions will be found in the follow- 
ing publications of the United States Coast Survey: 

John F, Hayford, The Figure of the Earth and Isostasy from 
Measurements in the United States, 1909. 
- -John F. Hayford, Supplementary Investigations in 1909 of the 
Figure of the Earth and Isostasy, 1910. 

John F. Hayford and William Bowie, The Effect of Topography 
and Isostatic Compensation upon the Intensity of Gramty, Special 
Pubhcation No, 10, 1912, 

William Bowie, The Effect of Topography and Isostatic Com- 
pettsation upon the Intensity of Gravity, Special Publication No. 1 2, 
1912. 

William Bowie, Investigation of Gravity and Isostasy, Special 
Publication No. 40, 1917. 

ntOBLBMS 

Frobkm i. Compute the dimeosions of the ^faeidd from the fdloiring arcs. 



Name. 


Ut.o( middle 
point. 




L«a(th in f»t. 


Peruvian (Delambre's) 


S I 31 00 
N S* 3S 4S 


3 07 03.1 

3 S7 13.1 


I J31 057 
1 442 9S3 
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Frcblem i. Compute the dimensions of Ute Ceroid from the foUowing arcs. 


Stetioa. 


Latitude. 


DiitauM in feet. 




38 39 53 '7 ( 
SI ot 08.41 ( 

S 3 04 3»-O7 \ 
N OQj 31.39 ( 


4 S09 790.84 
1 131 036-3 




Ta ul 







Problem 3. Lake Superior arc; latitudes, 36*43' I7".i3 and 48° 07' 06" .61; 
dist., i^3,Q74 meters. Peruvian arc; latitudes, — 3°04'3»".o, +0° oa' 3i."4; 
dist., 344,736.8 meteis. Coa^nite a and ^. 
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CHAPTER DC 
GRAVITY MEASUREMENTS 

141. Determinatioii of Earth's Figure by Gravis Observations. 

The determination of the force of gravity by means of pendu- 
lums affords a second means of determining the earth's figure, 
which is entirely independent of the arc method previously dis- 
cussed. In this method the force of gravity is measured at points 
of known latitude and longitude. From the observed variation 
of gravity with the latitude the polar compression may be com- 
puted. Such measurements, therefore, will give the form but 
not tlie absolute dimensions of the spheroid. 

In the following discussion the term gravity (g) will be taken 
to mean the resultant obtained by combining the force of the 
earth*s attraction due to gravitation and the centrifugal force 
due to the rotation of the earth. 

142. Law of the Pendulum. 

The relation between I, the leiigth of a simple pendulum, P, 
its period of oscillation, and g, the force of gravity is given by the 
formula 

f-'y/'l issi 

or, more accurately, 

where h is the height through which the point of oscillation falls 
during a half oscillation. 

143. Relative and Absolute Determinations. 
Determinations of gravity are of two kinds : 

(i) Absdule determinations, in which both P and / are measured 
and from which g may be calculated; and (2) rdative determna- 
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Uons, in which P is measured at two stations and the ratio of the 
corresponding values of g at the two places becomes known. If 
the time of oscillatioD P of the same pendulum has been Ob* 
served at two stations, then 

and ^*";^' 

whence ^ = -^j" tS?] 

Absolute determinations of g are far more difficult than relative 
determioations, owing to the praetical difficulties of measuring 
the length / with sufficient accuracy. 

Relative determinations may be made with very great ac- 
curacy, since the time of oscillation may be measured in such a 
manner that the personal errors of the observer have but little 
effect on the results. 

Most of the pendulimi observations for geodetic purposes are 
now made by the relative method, and all values of g are made 
to depend upon some one reliable determination of the absolute 
value. The relative values of g in such a system, however, still 
remain more accurate than the computed absolute values. 

144. Variation of Gravity with the Latitude. 

The approximate law governing the variation of gmvity with 
the latitude may be expressed thus: 



in which go, g., and gp are values of g at latitude itn, at the equator, 
and at the pole, respectively. By means of two such equations, 
one for g^, observed near the equator and one for g^ near the pole, 
the two unknowns g, and gp may be found. 
Equation [88] may be derived in a simple manner if we may 
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neglect variations in the attraction at different parts of the surface.* 
Suppose the earth to be a sphere of radius r, the attraction G 
having the same value everywhere. Then g^, the resultant of 
the attraction G and the centrifugal force c, is found as follows: 
At the equator the centrifugal force = c, — uV.f At the pole 



and at the pole 
whence 




Fig. 83. 

In latitude ij> (Fig. 83) x — r cos ^ and c^ = bh cos = c, cos ^. 

The component of c^ directly opposed to G is c, cos' * (vertically 

upward). 

Hence gt=G — c. cos* ^. [89] 

• See Jordan's Bandbuck der Vermasuttgskunde, Vol. Ill, p. 6»7. 

t The centrifugal force may be expressed by -, n4ierepi3 the vdi>city of a par- 
ticle at the equator. Thedistance moved by a particle in one rotation (>■ isdereal 
day = r seconds) is jwt. Hence the centrifugal force = I^Jt^w'f, irhereu 
= 86,400 sidereal secondd = 86,164.09 mean sdiat 
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Substituting in [89] the value of G at the equator, 
g* = g,+Ct- c. cos* ^ 
= g.+ c, sin' ^ 
_=«- + (^, -f.)sin*<^; 

that is, g^ = «. (i + ^''~ ^' sin* A [88] 

In order to obtain an accurate numerical expression for g^, 
of the same general form as the above, we may write 

«♦ - «. (i + 5 sin* «) 
and then determine the value of B which is in best agreement 
with all observed values of g. For such a formula Dr. Helmert * 
published, in 1884, the equation 

go = 978-000 (i + 0.005310 sin* «), [90I 

in which £0 is supposed to be the value at sea-level and the unit 
is dynes of force, or centimeters of acceleration. 

This may be expressed for convenience in terms of ga at lati- 
tude 45°. Smce sin* 45" - J, 



g4t 



-(-f)^ 



and since 


2 sin* * = I — cos 2 *, 




sin* * = i - i cos 2 * 


and 


2 




' B 






which becomes 




go = 980.597 (l - 0.002648 cos 2 *). 




* Helmert, BBkcre Ccoddsit,y<H. II, p. 341. 



[91] 
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In 1901 Dr. Helmert gave the more accurate forms 

go = 978.046 (i + 0.005302 sin* <l> — 0.000007 sin* 2 ^) [92] 
and go = 980.632 (i — 0.002644 cos 2 ^ + 0.000007 cos* 2 *), [93] 

in which the number 0.000007 (= i-Bi) is a coefficient found 
theoretically from assumptions regarding the internal structure 
of the earth. 

These fonnuls refer to the absolute value of g at Vienna. To 
refer to the "Potsdam system," to which all values of g observed 
in the United States are referred,* the equations must be written 

go = 978-030 (i + 0.005302 sin* * - 0.000007 sin* 2 *) [94I 
and |o = 980.616 (1—0,002644 cos 2^+0.000007 cos* 2 *). [95] 

In the Coast Surv^ Special Publication No. 1 2 , entitled " Efifect 
of Topography and Isostatlc Compensation upon the Intensity 
of Gravity " (second paper) the following formula is given: 

go = 978.038 (i 4- 0.005302 sin* <t> — 0.000007 sin* 2 0), [96] 

equivalent to 

go = 980.624 (i — 0.002644 cos 2 ^ + 0.000007 cos* 2 ^), 

which is Helmert's formula of 1901 corrected by 0.008 dyne. 
The constants in these equations were derived from observations 
in the United States only. 

In Special Publication No. 40, a study is made of observations 
in the United States, Canada, Europe and India. The formula 
resulting from this investigation is 

go = 978039 (1 4- 0.005294 sm* - 0.000007 sin* 4), [97] 

145. Clairaut's Theorem. 

The relation between the flattening of the spheroid at the poles 

• The American observations for g were referred to Greenwich (England), Paris 
(France), and Potsdam (Germany) by observations made in 1900 by G. R. Putnam, 
(sec Coast Survey Report for 1901). 
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and the values of gp and g, is expressed by Clairaut's theorem, 
published in 1743, namely, 

a 2 g. g, 

in which e. is the centrifugal force at the equator. In this formula 
the terms of the second order have been omitted. If these tenns 
are included, the formula becomes 

a 2 g. V 3 \gj 14 g. 21 21 / 

in which B and Bt are coefficients to be determined from the 
observations (Helmert, Bohere Geoddsie, Vol. II, p. 83). It is 
by means of this equation that the form of the earth is com- 
puted from gravity observations. 

146. Pendulum J^>paiatus. 

Nearly all of the observations of gravity for geodetic purposes 
are made with pendulums of invariable length, by the relative 
method. The description of apparatus in the following articles 
will be limited to one type, the half-seconds ineariable pendulum 
apparatus as deigned and constructed by the United States 
Coast Survey. The first half-seconds invariable pendulum with 
electrical apparatus for determining the period appears to have 
been devised by Stemeck (Austria) in 1882. In 1890 T. C. 
Mendenhall, then Superintendent of the Coast and Geodetic 
Survey, designed an apparatus of this kind but differing in many 
details, however, from any previous design. This apparatus has 
been used ever since that time in substantially the same form 
excepting the addition of the interferometer for determining the 
flexure. This apparatus mcludes three half-second pendulums, 
each about 248"™ long and having an agate plane at the point of 
suspension. The agate plane rests on a knife-edge support (angle 
of 130°) attached to the pendulum case in which the pendulums 
are enclosed when they are swung. The use of the blunt angle 
on the knife edge and the placing of the plane (rather than the 
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knife edge) on the pendulum are designed to secure greater 
pennanence of length, upon which the accuracy of the method 
depends. The pendulums are made of an alloy of copper and 
aluminum and weigh 1 200 grams each. The three are of shghdy 
'different lengths so that they will have different periods. Their 



Fig. 85. Dummy Peodulum (with 'Jiennometer;, Kegular Pendulum, and 
Leveling Pendulum. 

(C. L. Bsgu and Soni.) 

form (Fig. 85) is such as to give strength and at the same time 
offer but little resistance to the air. In addition to the three 
observing pendulums there is a dimmiy pendulum, of the same 
size and shape but carrying a thermometer packed in hlings of 
the same metal. There is also a small pendulum provided with 
a spirit level for leveling the knife edge. Pendulums made of 
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invar metal are now (1919) being constructed by the instrument 
division of the Coast and Geodetic Survey so that it will be 
possible to make gravity observations on mountain peaks and 
other places where the control of temperature is difficult. Hie 
use of this metal will make it unnecessary to construct a " con- 
stant temperature room." 

The pendulums are swung in an air-tight case from which the 
air may be nearly exhausted by means of a pump. Levers are 
provided for lowering the pendulum onto the knife edge and for 



li^-w'-''' 




Fio. B6. Flash Apparatus. 

starting and stopping the pendulum. Inside the case is a manom- 
eter tube for registering the air pressure, and also an additional 
thermometer. Levels are provided for leveling the case, and 
there is a graduated scale under the pendulum for reading the arc 
of oscillation. In the most recent work of the Coast Survey 
the pendulum receiver has been enclosed in a felt and leather 
case to prevent fluctuations in temperature. 

The observations are made by comparing the times of oscilla- 
tioo of the pendulums with the half-second beats of a break- 
drcuit (sidereal) chronometer connected electrically with the 
"flash apparatus " used for observing the coincidence. 



,t,.,.d.;Googlc 



FENDPLUU APPARATUS 315 

The flash apparatus (Fig. 86) consists of a shutter a operated 
by the armature of an electromagnet b in the circuit and a mirror 
c behind the shutter which reflects light through the slit d to two 
small mirrors e, which reflect it into an observing telescope/; one 
of the small mirrors is attached to the pendulum and the other 
to the knife-edge support. In the most recent form of the 
flash apparatus, the observer looks down through a vertical tel- 
escope and sees the flash reflected by a prism. This arrange- 
ment is more convenient for the observer than the older form 
because the pendulum receiver is usually mounted on a very low 
support. 

When the pendulum is at rest and the shutter open, a beam 
of light from a lamp * at one side of the apparatus strikes the 
mirror c at an angle of 45° and passes through the slit; it is 
reflected from both mirrors at e and appears to the observer as 
two horizontal bright slits side by side. The mirrors may be 
adjusted so that these slits appear to be at the same height, so 
as to form one continuous band. If the pendulum is set swing- 
ing, the reflected image now appears to travel up and down, 
while the image from the other mirror is stationary. If the 
shutter is closed and allowed to open only for an instant at the 
end of each second (or each two seconds), the observer sees that 
at each successive opening of the shutter the moving image has 
changed its position relative to the fixed image. This is due to 
the fact that the period of the pendulum is longer than the 
adereal second and the pendulum has made, slightly less than 
one complete (double) oscillation. By watching the flashes and 
noting the chronometer readings when they coincide, the ob- 
server obtains the number of seconds between two successive 
coincidences. During this interval the pendulum has evidently 
lost just one oscillation on the (half-second) beats of the chronom- 
eter. In the interval between two successive coincidences the 
pendulum has made one lesS than twice as many oscillations as 

* An electric bulb placed iudde the flash hoz is now used instead of the oi) 
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the chronometer has beat seconds. During the interval between 
any two coincidences the number of oscillations is twice the 
number of seconds (s) less the number of coincidence intervals 
(«). Hence the time of one oscillation (P) is given by 

An examination of this formula will show that an error in 
noting the times of coinddence produces a relatively small error 
in P, and for this reason the method is ahnost independent of the 
observer's errors. 

On account of the variation of g (and consequently of P) with 
the latitude of the station, it is necessary to use a mean-time 
dironometer at stations situated near the pole, because the period 
of the pendulum approaches so closely to the sidereal half-second 
that the coincidence intervals are inconveniently long. In case 
a mean-time chronometer is used, the formula becomes 

P = — ^- [loo] 

147. Apparatus for Determining Flexure of Support. 

Observations with pendulimis moimted on a very flexible sup- 
port show plainly that when a pendulum is set swinging, it com- 
municates motion to the case and the support and sets them 
oscillating, and this oscillation in turn affects the observed period 
of the pendulum. The apparatus now used to measure the 
effect of this flexure is one which operates on the principle of the 
interferometer.* This is an optical device (Fig. 87) consisting 
of a lamp and lens arranged so as to furnish a beam of sodium 
light; a glass plate arranged so as to separate the beam of light 
into two parts, one of which is transmitted, the other reflected; 
two mirrors, one in the path of each beam of hght; and a telescope 
for observing the image. When the different parts of the appara- 

* A descripUoD of the interfeiometet will be found in the Coast Survey Report 
for 1910. 
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tiis are properly adjusted, dark and light bands will appear in the 
field of the telescope, owing to interference of the sodium-light 
waves of the two beams. One of the mirrors is mounted on the 
pendulmn receiver, while the rest of the apparatus is on an inde- 
pendent support in front of it. When the pendulum is set 
swinging, it sets the case in motion, and this in turn moves the 
mirror, causing a slight variation in the length of the path of one 
of the beams of light. This causes the interference bands to 
shift back and forth; the amount of shift may be estimated by 
observing the motion of the bands over a cross-hiur or a scale in 
the field of the telescope. It is usually observed by noting the 



scale readings of both edges of some band in each of its two posi- 
tions (before and after shifting). The movement of the edges 
of a band divided by the width of the band (in scale divisions) 
gives the movement in units of the width of a band. Fig. 88 
represents the interference (dark) bands and the scale divisions 
in the field of the telescope. 

Tests made with the pendulum mounted on supports of dif- 
ferent degrees of flexibility will show the relation between the 
observed movement of the fringe bands and the resulting error in 
the period of the pendulum. In the Coast Survey tests the re- 
sults showed that a movement equal to the width of one band 
produced a change of 173 in P in units of the seventh decimal 
place. This is more conveniently expressed as follows: 0.01 F 
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produces a change of 1.73 in P, where P is the width of a band. 
This constant was determined with the pendulum swinging 
through an arc of 5™ on the scale, and all observed flexures must 
be reduced to this arc before correcting P. ■ 

148. Methods of Observing. 

The receiver should be mounted on a solid support such as a 
cement or brick pier, the foot screws cemented to the pier, and 
the instrument sheltered as in case of astronomical observations. 
It is important that the instrument should be so sheltered that 
the temperature will not fluctuate rapidly. The apparatus 
should be leveled by means of the spirit level on the outside of the 
case and then the knife edge should be leveled by means of the 
leveling pendulum. In moving the pendulums great care should 
be used to protect them from injury and to prevent any foreign 
matter from adhering to them. The accuracy of the results will 
depend upon the permanency of ler^th, and any injury due to 
fall, or change of period due to change in the mass, will affect the 
period and vitiate the results. The pendulums should not be 
touched with the hands, but should be lifted by means of a 
special hook made for this purpose. The flash apparatus, chro- 
nometer, and interferometer should be placed upon supports that 
are entirely independent of the pendulum support. 

Various programs of observing have been tried, but the follow- 
ing has been chiefly used by observers of the Coast Survey. Each 
of the threependulimis is swung first in the direct and then in the 
reversed position, making six swings each of eight hours' dura- 
tion. The error of the chronometer is obtained by star-transit 
observations (Arts. 52-71) made just before the beginning and 
at the end of the series. The following table wiU indicate more 
clearly the order of operations. 

Star Observations 9-10 P.M. 

Start Pendulum No. i lo p.u. 

Reverse No. i 6 a.m. 

Start No. 1 3 pji. 

Reverse No. 2 10 p.x. 

Start No. 3 6 a.m. 

Reverse No. 3 i p.u. 

Star Observations g p.u. 
Stop Pendulum No. 3 after star observations 
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If star observations are lost at the end of the set, the swings 
are continued until star observations are obtained. At the begin- 
ning and end of each swing several coincidences are observed. At 
the end of each swing several more are observed. Very little 
time is lost between swings, so that they are almost continuous 
between star observations. For this reason the variations in the 
rate of the chronometer are almost entirely eliminated from the 
mean result of all the swings. 

Since 19I3 the Coast Survey observers have obtained the 
chronometer corrections from the Naval Observatory time sig- 
nals instead of by direct observations. This results in a great 
saving of time and cost. Another change in the regular pro- 
gram, recently introduced, is to swing the pendulums for twelve 
hours instead of eight, and in the direct position only, instead of 
direct and reversed. 

After a pendulum is placed in position on its support, the case 
closed, and the air exhausted until the pressure is about 6o""", the 
observer lowers the pendulum until it rests upon the knife edge, 
starts it swinging through an arc of about 0° 53', and notes the 
arc on the scale. To observe coincidences, the observer switches 
in the chronometer and the flash apparatus and then watches the 
flashes to see when they are approaching coincidence. As the 
two approach he notes the hours, minutes, and seconds on the 
chronometer when the advancing edge of the moving flash touches 
the first edge of the fixed flash. A few seconds later he notes 
when the receding edge of the moving flash touches the second 
edge of the fixed flash. The mean of the two gives the true time 
of coincidence of centers more accurately than it could be ob- 
served directly. Such observations are made on several succes- 
sive coincidences, the flash moving alternately upward and 
downward. By combining the up and the down observations, 
errors of adjustment are eliminated. After a few of these have 
been recorded, the observer cuts out the chronometer and leaves 
the pendulum swingii^ for a period of nearly eight hours. Im- 
mediately after the observations for coincidences are completed, 
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the temperatures are read on the two thermometers, and the 
pressure is read on the manometer tube. At the end of the 
eight-hour period the observer again observes a few coincidences 
as well as the arc (now diminished to about o° 20'), the pressure, 
and the temperatures. It is not necessary that he continue 
observing throughout the whole eight-hour period, becaiKe the 
few observations already referred to make it possible to estimate 
correctly the number of coincidences which must have occurred 
between the observed times. It is customary to take the ob- 
servations with two or more chronometers as a check. 

This description applies to the 8-hour program outlined above. 
If the pendulums are swung for a 12-hour period it is necessary 
to start each pmdulum with a somewhat larger arc (i''27'} in 
order that it may have a sufficient amplitude at the end of 1 2 
hours to enable the observer to read the coincidences of the flash 
conveniently and accurately. 

It is desirable that the temperature of the apparatus be 
kept as nearly uniform as possible, and that there be little 
vibration. In order to allow the pendulum time to assume the 
temperature of the receiver the next pendulum to be swung is 
placed inside the case before it is used in the observations. 
While the case is still in position the observer must place the 
interferometer in position and observe the movement of the 
interference bands while the pendulum is swinging. 

149. Calculation of Period. 

After the observations are complete and the time observations 
and the chronometer rates are computed, the time of one oscilla- 
tion for each pendulum in each position is found as follows: 
divide the total number of seconds in an 8* interval by the num- 
ber of seconds found for one coincidence interval {see example), 
to obtain the number of intervab that have occurred during the 
swing. Since this must be a whole number, there will be no 
difficulty in determining it correctly. Then reverse the process, 
dividing the total interval by the number of coincidence intervals, 
to obtain the accurate value of the number of seconds (s) in one 
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coincidence iilterval. The uncorrected period of the pendulum 
is found by 

P.~—^~ [loil 

25 — 1 

for a sidereal chronometer, Table G, or 

for a mean-time chronometer. 
150. Corrections. 

This period must then be corrected to reduce it to its value at 
assumed standard conditions, namely, 
Infinitesimal arc, 
Temperature 15° C, 
Pressure 60"" at 0° C, 
True sidereal time, and 
Inflexible support. 
The correction to reduce P to its value for an infinitesimal arc , 
is 

■ _PM sin (^ + If,') sin (0 - ^') , , 

32 ; log sin — log sin 0' ' 
a formula given by Borda, in which P = the period, M = the 
modulus of the common sj^tem of logarithms, and and ^' = 
the initial and final arcs. 
The temperature correction is 

«p(.s°-n, [1041 

r" being the observed temperature centigrade and a the co- 
eftdent to be found by trial, (a = +0.000 008 34). 
The pressure correction is 

jf [60— ^'"^ ^ 1, [105] 

L I + 0.00367 J*J ^ ^' 

in which Pr = observed pressure in mm, 

T° = temperature centigrade, 
and K = coeffident to be found by trial. 
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The constant 0.00367 is the coefEident of expansion of air for 

The rate correction is given by the expression 

+ 0.000011574.RP, [106] 

where R = dally rate of chronometer on ^dereal time, + when 
losing and — when gainii^. The coefficient is the reciprocal of 
the number of seconds in one day. 

The flexure correction is computed by dividing the observed 
movement of the frii^e band (in scale divisions) by the width of 
a band and then redudng this to an arc of 5""" by dividing by the 
observed arc and multiplying by 5. The result is the displace- 
ment for a s"" arc in terms of the width of a band. This dis- 
placement, raultipUed by the coefficient (173 mentioned before), 
gives the correction to be subtracted from P. 
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TABLE E. ARC CORRECTIONS (ALWAYS SUBTRACTIVE) 

FOR HALF-SECOND PENDULUMS 
Arc at Beginning 
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end. 
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In practice it is convenient to combine Tables D and E into 
a single table computed for such intervals that little interpola- 
tion is necessary. 
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TABLE P. — CORRECTION FOR PRESSURE 
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Body of table gives corrections (in 7th decimal place of sec- 
onds) to period of half seconds pendulum. 
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TABLE G. — PERIODS OP QUARTER METER PENDULUM 
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WHEN PENDULUM IS SLOWER THAN CHRONOMETER 
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TABLE G (Qm.). — PERIODS OF QUARTER METER PENDU- 
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LUM WHEN PENDULUM IS SLOWER THAN CHRONOMETER 
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94 


76 


If 


76 


92 


'I 


5» 


94 


44 


02 


33 


92 


74 


68 


74 


90 


16 


SO 


93 


43 


00 


42 




90 


7* 


66 




88 


14 


48 


91 




5899 


43 


18 


87 




64 




86 






90 


40 


98 


44 


7716 


748s 


7267 
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6868 


6684 


6S10 


634s 
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6039 


S896 


4S 


14 


83 
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83 


09 


44 
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37 


9S 


46 
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47 
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84 


34 
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76 


59 
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77 


04 


39 
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33 


91 


49 


7704 


7474 
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6859 


6676 
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6337 
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72 


55 


50 
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74 
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36 


79 
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7699 


69 


S3 


48 


SS 


72 


6499 


34 


77 


28 


86 


5= 


97 


67 


51 


46 


S3 


70 


97 


32 


76 


27 


8S 


S3 


9S 


65 


48 


44 


5' 


69 


95 


3' 


74 


26 


84 


54 


769a 
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7246 


7042 


5849 


6667 


6494 


6329 


6173 


6024 


SS82 


SS 


90 


So 


44 


40 


47 


6S 


92 


28 


7' 


33 


81 


56 


8S 


58 




38 


46 


63 


90 


16 


70 




80 


57 


8S 


56 


40 


36 


44 


6. 


88 


14 


68 


20 


78 


58 


83 


54 


38 


34 




60 


87 


»3 


67 


18 




1? 


7680 


74Sa 


7336 


7032 


6840 


6658 


648s 


6321 


616s 


60,7 
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7S 


49 


34 


30 


38 


56 


83 


■ 20 


64 


15 


74 


61 


76 


47 


33 


28 


36 


S4 


82 


18 
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73 


62 


73 


45 


30 


26 


34 


51 


So 


16 


61 






63 


71 


43 


28 


24 


32 


51 


78 


15 


59 




70 


64 


7669 


7440 


7"5 


7022 


6831 


6649 


6477 


6313 


61S8 


6010 


S868 


6S 
66 


66 


38 


33 


20 


29 


47 


75 


12 


S6 


oS 


67 


64 


36 




iS 


27 


45 


73 




55 




ee 


67 


61 


34 


•9 


17 


n 


44 


72 


oS 


53 


05 


64 


68 


59 


3* 


17 


15 


*3 


42 


70 


07 


S2 


04 


63 


69 


7657 


7429 


7215 


7<"3 


6821 


6640 


6468 


6305 


6.50 


6002 


5862 


70 
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TABLE G (Cm,). — PERIODS OP QUARTER METER PENDTT- 

Non : To obtain period to 7th decunal pbce. frdi .50 or .30a to fiouei in tha table. 



• 


». 


1300 


^ 


15B) 


^ 


2706 


^ 


^ 


9X10 


3.„ 


71 


33 


66 


38 


43 


77 


38 


33 


39 


S4 


96 


7a 


iS 


62 


34 


39 


74 


3S 


20 


36 


SI 


94 


73 


33 


57 


30 


35 


70 


32 




23 


49 


9' 


74 


18 


S3 
10.548 


26 


3. 


67 


19 




20 


46 


89 


75 


",013 


10,112 


9738 


9363 


9015 


8711 


S418 


8143 


7S86 


76 


08 


44 


17 


34 


60 


32 


oS 


IS 


41 


84 


77 


04 


40 


'3 




56 


.9 


OS 




38 


Si 


78 


10,999 


35 


09 


16 


S3 


16 




09 


3S 


79 


79 


94 


31 


05 




49 






06 


33 


76 


So 


10,989 


.0.526 




9709 


9346 


9009 


8696- 


8403 


8.30 


7874 


Si 


84 


12 


10.097 


OS 


43 


06 


93 


01 


38 


73 


81 


79 


iS 


93 




39 




90 


8398 


3S 


69 


83 


74 


13 


89 


9697 


35 


8999 


87 


95 




67 


84 


70 


09 


8S 


94 


33 


96 


84 


s,§ 




64 


8S 


10.965 


10.504 


10,061 


9690 


93*8 


8993 


8681 


81I7 


7863 


86 


60 


10.500 


77 


86 


*S 


90 


78 


86 


14 


S9 


87 


55 


10.495 


73 


81 




86 


7S 


84 




S7 


88 


SI 


91 


68 


79 


iS 


83 


72 


81 


09 


54 


89 


46 


87 


64 


7S 


14 


80 


69 


78 


06 


SS 


90 


10,941 


10.482 


.0,060 


967. 


93" 


8977 


866s 


8375 


8104 


7849 


91 


36 


78 


56 


68 


oS 


74 


62 


73 


01 


47 


9» 


31 


73 


52 


64 


04 


70 


60 


70 


8098 


44 


93 


27 


69 


48 


60 




57 


56 


67 


96 


43 


94 




6S 


44 


56 


9397 


64 


54 


64 


93 


40 


95 


10,917 


10.460 


10,040 


9^3 


9394 


896. 


86S0 


8361 


8091 


783J 


96 


IS 


56 


36 


49 


r, 


S7 


48 


S8 


88 


34 


97 


08 


5^ 


32 


45 


54 


44 


S6 


8s 


3i 


98 


03 


47 


18 


41 


83 


SI 


43 


53 


83 


30 


99 


10.898 


43 


»4 


38 


80 


48 


39 


SO 


80 


37 




10,893 


10.438 




9634 


9276 


8944 


8636 


8347 


8078 


781s 
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LUM WHEN PENDULUM IS SLOWER THAN CHRONOMETER 



l-IBriodin*e«mcta. 


lunedci 


,-Uocomc 


demx mtefvali 






33m 


33» 


^ 


3Sea 


3600 


3700 


3»» 


woo 


«aw 


4i<x> 


». 


" 


5S 


37 


13 


„ 


19 


38 


67 


04 


49 


01 


60 


71 


51 


»s 




09 


iS 


37 


6S 








59 


7» 


so 


23 


09 


07 


16 


35 


l^ 


00 


46 


5998 


58 


73 


48 




07 


OS 


14 


33 


6r 


6199 


44 


97 


S6 


74 


764s 


7418 


720J 


7003 


681 1 


6631 


6460 


6397 


6143 


5995 


S855 


75 


43 


16 


01 


01 


10 


30 


58 


96 


41 


94 


53 


76 


41 


14 


00 


6999 


08 


38 


57 


94 


40 


92 


S2 


77 


38 




7198 


97 


06 


16 


55 


92 


38 


9" 


5' 


78 


36 




95 


95 


OS 




53 


91 


36 


89 


49 


79 


7034 


7407 


7194 


6993 


5803 


66»2 


645= 


6389 


613s 


5988 


5848 


80 


31 


05 


91 


91 


01 


II 


50 


88 


34 


87 


47 


81 


39 


03 


90 


89 


6799 


'9 


48 


86 


32 


8S 


45 


83 


27 




88 


87 


97 


t7 


47 


85 


30 


84 




83 


H 


7399 


86 


85 


95 


16 


45 


83 


29 
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7613 


7396 


7184 


6983 


6794 


6614 


6443 


6381 


6138 


S98. 
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8S 
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94 


83 


81 


93 


12 


41 


So 


36 


80 


40 


86 


17 


93 
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79 
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38 
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90 


78 


77 


88 
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77 
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77 
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13 


88 


76 


7S 


86 


0? 


37 


75 




75 


36 


89 


7610 
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6974 


6784 
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6435 


6274 
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5974 


5834 


90 


oS 


83 


73 


73 


83 


03 


33 


73 


iS 


72 


33 


91 


06 


81 






81 




32 




>7 




33 


93 


03 


79 


67 


68 


79 


6600 


30 


69 


16 


69 


30 


93 




77 


6S 


66 


77 


6598 


18 


67 


14 


68 


29 


94 


7599 


737S 


7163 


6964 


677s 


6596 


5437 


6366 


6113 


5967 


S838 


95 


96 


71 


61 


61 


73 


95 


25 


64 


,, 


65 


36 


96 


94 


70 


S9 


60 


71 


93 


*3 


62 




64 


25 


97 


93 


68 


57 


58 


70 






ei 


08 


63 


2; 


98 


90 


66 


SS 


S6 


68 








06 


61 




99 


7587 


7364 


7153 


69S4 


6766 


6s88 


6418 


6js8 
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5960 
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151. Foim of Record of Pendulum Obserrations. 

Following is a spedmeit record of a single swing made with 
"Apparatus B," belonging to the Coast Survey. 

Station: Sawali Loento, Sumatra. Date: May 7, 1901. 
Observer; G. L. H. Chronometer: Bond 541 (sid.) 



Pendulum B 4, Direct, on Knife edge 


/ 


Observed coincidencea. 






Arc 


k m 1 




(C). 




D 9 S9 03 








U 10 o» 12 


37-5 






D OS I. 


J7-5 


23". 6 


4.5 = S^' 


U 08 18 
D 11 12 
U 14 19 


SS-O 












D 4 S4 41 








U s8 li 


38.0 






D s 0043 


28.0 


28.8 


0.9 = 10' 


U 04 oS 


S6.o 






D 06 4) 








U 10^ 









5J Th„..„ 

Si.3ato°C. 

Total interval (mean) 6* 55" 43* — J4,943'- 
Approximate length of a>inddence interval = 
Number of coincidence intervals = ijS. 
Length of one coinddnux mterval — 180.75. 
Period (uncorrected) - 0.5013S69. 



Uncorrected Period 








" " Temp. 


-436 




+Si 


" " Rate (No. 541) 


" " Flexure 


-6 


Corrected Period - 


0.5013559 



,t,.,.d.i. Google 



REDUCTION TO SEA-LEVEL 333 

153. Calculatton of g. 

After the period has been corrected for instrumental errors, 
the value of gravity (g) may be found by comparing the period 
(P) with that of the same pendulum at some p<rint where the 
value of g is known, say at Washington. If the value at Wash- 
ington is g«, then 

pi 
g = ^-g- [107] 

Evidently it is of the greatest importance that the period should 
not change during a series of observations made for the purpose 
of comparing P at different stations. The pendulum should be 
swung at frequent intervals at the base station, to test its in- 
variability; in any case it should be swui^ at the be^nning and 
end of every series. 

Example. Suppose that the mean corrected period of a set oC pendulums at a 
station is 0.5011480, and at Washington, the base station, is 0,5007348, and that [■ 
is taken as gSo.iii dynes. Then, by fonnula (107], g = 978.066 d3mes. 

153. ReductioD to Sea-Level. 

The value of gravity found in the manner just described is the 
value at the station, assuming the length of the pendulum to be 
invariable and the chronometer correction to be correct. In 
comparing values at different stations, however, it is essential to 
reduce the observed value to the value at sea-level. A formula 
loi^ used for this purpose is one devised by Bouguer when re- 
ducing observations made along the Peruvian arc in 1749. This 
formula is 

in which B is the elevation of the station above sea-level, 

f is the radius of the earth, 

i is the density at the surface, 
and A is the mean denaty of the earth. . 

The first term of this formula allows for the decrease in gravity 
due to he^t alone; the second term, for the increase in attraction 
due to the t(^x)graphy beneath the station. 
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234 GRAVITY MEASUREMENTS 

The correction for height of station is derived from the law of 
giavitatioa, namely that the force of attraction varies inversely 
as the square of the distance; whence 

Therefore &> = gU+ ^— ]■ [109I 

The correction for topography is based upon the assumption 
that it is due to the attraction of a cylinder whose axis is vertical 
and whose height is small compared with its width. The at- 
traction on a unit mass at the station is shown by Helmert (Hoke. 
GeoiUsie, Vol. II, pp. 142 and 164) to be 

Ag = 2 ffjfeSH. (a) 

The attraction of the sphere on the same mass is 

Dividing (a) by (J) and multiplying by g, 

Adding both corrections ([109] and [i 10]) and remembering that 
the two are of opposite sign, 



. -(■+f(-M))' >-> 

Another method of reduction which has been much used is to 
omit the last term of Bouguer's formula, and correcting for 
height only. In this case the correction to g is 

Corr. = +^—g, [112] 

or Corr. = +0.0003086 H (meters). [1120] 

* See also Clarke, Geodesy, p. 325. For an additional term for irr^ukiity in 
topograi^y aee Coast Survey Report for iBg4, p. 2a. 
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CALCUIJVTION OF THE COMPRESSION 235 

This method was introduced because the former method 
showed large disagreement between observed and computed 
values. The second, or "free-air," method showed better agree- 
ments, indicating a compensation due to variations of density 
beneath. 

The method employed by Professor Hayford in the Coast 
Survey investigation shows that still better agreement is obtained 
by the iiitroduction of the assumption of isostasy. The results 
corrected by this method show a close general agreement, but in 
certain localities there is evidence that the isostatic adjustment 
is imperfect — for example, near Seattle in the United States 
and at certain places near the Himalayas in India. 

154. CalculatioD of the Compression. 

By employing a large nmnber of observed values of g the most 
probable values of the constants g, and gp may be found. From 
these data the compression may be derived by applying Clairaut's 
formula, 

The value of c. is ( -^1 ■ a, where T = 86164.09 seconds and a is 

the equatorial radius. Using Clarke's value of a, the resulting 
value of c, is found to be 

c. = 0.033916, 
ana using for g, the value 978.038,* we obtain 

Then for the compression, we have 
a — b _ I 
a 297.1 
If the more accurate form [980] of Clairaut's equation is em- 
ployed, the result is 

a — b _ I 
a 298.2 
* See Coast Survey Special Publication No. 11. 
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By Studying a lai^e number of gravity observations in all parts 
of the world Helmert obtained the value 



8.3 ± 0.7 



I113] 



In the publication entitled Effect of Topography and IsosUUk 
Compensation upon the Intensity of Gravity the authors give 

0—6 I f ] 

= — T • II4I 

a 2984 ± 1.5 

In the most recent report on gravity work (Coast Survey 
Special Publication No. 40, 1917), the compression calculated 
from the observations in the United States, Canada, Europe and 
India is 

a—b I 

a 297.4 



("Si 



By employing Equa. [88] the value of g may be computed for 
each station on the assumption that the earth is a spheroid. A 
comparison at each station of the observed and computed values 
of gravity indicates to what extent the geoid departs from the 
spheroid at each point. 

PROBLEM? 

PrMem i. Compute — — - from the following data; 



Station. 


t* 


UtitodB. 




981-595 

978 .OS7 


+ 7040 S9 







PrMem 1. If the coincidence intervals are 5** during an S-houi swing, what will 
be the error iii P due to an citot of i* in noting the time of a coincidence? 



,t,.,.d.i. Google 



CHAPTER X 
PRECISE LEVELING — TRIGONOMETRIC LEVELING 

Z55. Precise Leveling. 

The term precise leveling is applied to the operation of deter- 
minii^ differences in elevation of successive points on the earth's 
surface with instruments and methods which, though similar to 
those used in ordinary leveling, are more refined and capable of 
yielding a much higher degree of precision. In order to secure 
the greatest possible accuracy, it is necessary to modify our con- 
ception of the nature of a level surface and to introduce certain 
corrections which are ordinarily negligible. It should be ob- 
served that since the line of sight of the instrument is always 
theoretically perpendicular to the direction of gravity at each 
station, it lies in a plane which is tangent to the geoid, not to the 
spheroid. In tracing out alevel line by means of the spirit level 
we are following the curvature of the geoidal surface. 

The term precise leveling has for many years been applied to 
all leveling of a fairly high degree of precision, but there have 
been various limits of precision prescribed by the different or- 
ganizations carrying on the work. The accuracy obtainable has 
been so greatly increased through recent developments in instru- 
ments and methods that in 1912 a new class of leveling, known as 
leoeling of high precision, was estabUshed by the International 
Geodetic Association; it is to include every line, set of lines, or 
net, which is run twice in opposite directions, on different dates, 
and whose errors, both accidental and systematic, computed in 
accordance with formulas stated in the resolution,* do not exceed 
±1""" per kilometer for the probable accidental error and ±0.2""" 
per kilometer for the probable systematic error. 

• See Coast Survey Special Publication No. i8, p. 88. See also Report of In- 
ternational Geodetic Assodation for igii. 
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Many different instruments have been iised in the past foi 
precise leveling, some of the "wye " type and some of the 
"dmnpy" type. All precise levels, however, have certain 






characteristics in common: namely, (i) a teleso^ of high mag- 
nifying power, mounted on a heavy tripod: (2) a sensitive spirit 
level; (3) a slow-motion screw for centering the bubble; (4) stadia 
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wires for detennimng the length of sight; and (5) a minor or other 
optical device for viewing the bubble from the eye end of the 
telescope. Before the year 1899 the precise leveling of the United 
States Coast Survey was done with a wye level and target rods. 
The target was not set exactly on the level of the instrument, but 



was set approximately, and corrections to this approximate read- 
ing were determined, using the micrometer screw to measure the 
small vertical angles. Since 1899 * a dumpy level of new de^gti 
has been substituted for the wye level, the self-reading rod 

• For a discussioQ of this change in methoda see Coast Survey Report for 1899, 
p. 8, and for a description of the new instrument see Coast Survey Report for igoo, 
p. 511, and for igo3, p. 30a. 
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* adopted, and the micrometer screw used ooly for 

entering the bubble. This new instrument and 
method have been adopted by several other 
branches of the government service. 

156. Instrument 

The new instrument, sometimes called the prism 
leoel, is designed to reduce, so far as possible, any 
errors arising from unequal heating of the different 
portions of the instrument. (Fig. 89.) The tele- 
scope barrel is made of an alloy of iron and nickel 
having a low coefficient of expansion (0.000004 pc' 
1° C.) . The level vial is set into the telescope tube 
^ as low as possible without interfering with the cone 
:= of rays from the object glass. This diminishes the 
^ effect of differential expansion of the parts support- 
S! ing the level. At one side of the telescope is 
fi another (similar) tube containing a pair of prisms 
g which, together with a mirror mounted above the 
-a telescope, enable the observer to view the ends of 
^ the bubble with the left eye at the same time that 
g, he looks at the rod with the right eye. The arrange- 
u ment of mirror and prisms is such that there is no 
'*' parallax caused by the glass in the level or the 
mirror. The instrument is provided with the usual 
small levels for the approximate leveling of the 
base. 

157. Rods. 

The rods used are of the non-extensible type, 
graduated to centimeters and marked so that they 
may be read directly by the observer through the 
telescope, the millimeters being estimated. (Fig. 
90.) The rods are in the form of a cross (in sec- 
tion) ; they are treated with paraffin to make them 
proof against moisture. Metal plugs are inserted 
three meters apart for verifying the length of the 
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rod. Each rod has a spirit level attached, to show when it 
is vertical, and also a thermometer, which is read at each 
sight. 

158. Turning Points. 

Foot-pins are carried by all leveling parties, to be used when 
otber turning points are not available. These are about one 
foot long, with a depression at the top in which to hold the 
rod. A rope run through a small hole is provided for pulling 
up the pin. Most of the levehng of the Coast Survey is carried 
along railroad lines, and the top of a rail is the usual turning 
point. 

159. Adjustments. 

The adjtistments of the level are nearly the same as those of 
the ordinary dumpy level. The rough levels are adjusted so as 
to remain in the center when the telescope is revolved about the 
vertical axis. The axis of the long bubble tube is adjusted 
parallel to the line of aght of the telescope whenever it is much 
in error. This adjustment is tested each day by taking four 
readings, like those used in the "peg " method, except that the 
shorter sights are 10 meters in length and the loiter sights are of 
the usual length, (say loo"). From these four readings a factor 
C is computed, which is the ratio of the correction for any reading 
to the corresponding rod interval. The difference in the sums of 
the foresight and backsight at any set-up is to be multiplied by 
this factor C. 

To find an expression for C, call Jii and «2 the rod readings for 
the nearer sights, and di and (^j the rod readings f»r the distant 
sights, 5i and s^ the nearer stadia intervals, and Si and ^2 the dis- 
tant sUidia intervals, the subscripts referring to the first and 
second instnunent positions. Then the true difference in eleva- 
tion from tbe first set-up is 

(«i + Csi) - (di + C5i), 
and for the second set-up, 

{<k + CS,) - («i -I- Cst). 
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Equating and solving for C, 



C- 



(th+n,) - (A + d,) 
(5i+«-(si+i!)' 



1..61 



C is + if the line of sight is indined downward. 

Below is table showing a determination of C (from Coast Surv^ 
Report for 1903). 



DETERMINATION OF C. 


8.30 A.«., AUGUST 38, 1900 


(Lrt-hwidpw-)' 


(Riaht-huidpao.) 


Number 
MMioo. 


Thrwd 


U«n. 


Thimd 

inUirval. 


Rod. 


Thr«Bd 

lOMight. 


Han. 


Thnul 
inteml. 


A 
B 


1528 
1543 

115a 

3463 


J3S7 


13 
14 

27 

105 
419 


W 

w 


03S7 

0462 
0566 

\'£ 

1301 


1388.3 


'OS 
309 

'3 

IS 

o.(«4=C 


3818,7 


3816.6 
2817.9 


Gorr. for curv. and r 
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If the value of C is less than 0.005, the instrument should not 
be adjusted. If between 0.005 *"d o.oio, the observer is advised 
not to adjust. If over 0.010, the adjustment should be made. 
The adjustment is made by moving the level rather than the 
cross-hair ring, to avoid moving the line of sight from the optical 
axis. 

160. Method of Observing.* 

It is customary to use two rods, the one that is held for a fore- 
sight on a certain turning point being kept at the same turning 
point for a back sight. The instrument is set up and leveled, 

• The General Instructions for Preciae Leveling will be found in Coast Survey 
Special Publication No. 33, p. ig. 
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and all three hairs are read on the back, rod, the level being kept 
central at each reading. As soon as possible thereafter the three 
hairs are read in a similar manner on the forward rod. The 
readings are estimated to millimeters. The temperature on the 
rod thermometer is read at the same time. The level should be 
shaded from the smi in order to avoid miequal heating of its parts. 
In selecting instrument and rod points, the observer must keep - 
the difference in length of the forward and backward sight less 
than 10 meters on any one set-up and less than 20 meters for the 
accumulated difference at any time. The readings of the upper 
and lower (stadia) wires enable the recorder to determine the 
difference in distance at each set-up. The maximum length of 
sight allowable is 150"", a distance reached only under exception- 
ally favorable conditions. At odd-numbered stations the back 
sight is taken hrst; at even-numbered stations the fore sight is 
taken first. This results in the same rod being read first each 
time. 

Lines between bench maiks are divided into sections of from 
one to two kilometers each. Each of these sections is run for- 
ward and backward. If the two differences in elevation so de- 
termined are found to differ by more than 4*"' VK (K = kilo- 
meters), both runnings must be repeated until such a check is 
obtained. Lines may be run with such care that it is seldom 
necessary to repeat, but the maximum economy appears to be 
reached when from 5 to 15 per cent of the sections have to be re- 
run. 

On page 244 is a set of notes used in leveling with this in- 
strument (Coast Survey Report, 1903). 

The most recent practice is to record the readings directly on 
adding machines carried with the leveling outfit. This results 
in a saving of time and in avoiding many mistakes in recording 
and adding. 

161. Computing the Results. 

In computing the results of precise leveling, corrections are 
applied for the nonadjustment of the level, for curvature and 
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refraction, for error in length of rod, for error due to temperature 
of rod, and for the orthometric correction. The curvature and 
refraction corrections are usually taken from tables (Coast Survey 
Report, 1903). The length of rod is tested at the office at the be- 
giniting and end of the season, and variations during the season 
are tested in the field by means of a steel tape. The temperature 
correction is derived from tables, the argument being the ob- 
served temperatures, 
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162. Bench Marks. 

The bench marks used in precise leveling are of various types. 
Wherever it is practicable, the metallic plates shown in Fig. 91 
are used to mark the points, but nearly all of the kinds of bench 
marks which are used by engineers are used also in this class of 
work. The distance between benches is not allowed to exceed 
15 kilometers; every 100 kilometer section should have at least 
20 bench marks, a good average distance being 2.5 kilometers. 
In cities the old bench marks are often utilized for the precise 
levels. 

163. Sources of Error. 

The sources of error which it is particularly necessary to study 
in this class of work are (i) unequal effects of temperature changes 
in the instrument, (2) gradual rising or settling of the instrument 
or rods, {3) variations in refraction of the air, (4) unequal lengths 
of sights, {5) errors in length and temperature of rod, and (6) 
convergence of level siuiaces. 
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TABLE J. — CORRECTION FOR TEMPERATURE (IN 
MILLIMETERS) 
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164. Datum. 

The datum for precise levels is mean sea-level, or the surface 
of the geoid, as found from tidal observations. This is assumed 
to be correctly given by the mean of the several "annual means " 
as derived from tidal observations for sea-level. The heights, of 
the tide are recorded automatically on a self-registering gauge. 
(See Cut.) The vertical motion of the float is reduced (the ratio 



depending upon the range of tide) by passing the cormecting 
wire and cord over a series of pulleys, and is commimicated to a 
recording pencil which marks on a sheet of paper passing over a 
revolving drum. The drum is revolved at a uniform rate by 
clock mechanism. The height of the water is referred to a bench 
mark in the vidnity. Observations of the tide should be ex- 
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tended over a period of at least one year in order to determine 
sea-level with sufficient precision for this class of leveling. In the 
tidal records at some stations there appear to be small systematic 
variations in the annual means extending over periods of several 
years; but, taking the records as a whole, the variations do not 
seem to follow any particular law, and they are treated as acci- 
dental. (See Coast Survey Special Publication No. 26.) 

165. Potential. 

In order to investigate the nature of the orlhomeiru: correction, 
due to the convergence of level surfaces, it will be necessary to 
consider first some of the elementary mechanical principles of the 
earth's gravitation and rotation. 

Whenever two attracting bodies are separated, work is done 
upon them and energy is stored up; that is, the potential energy 
of the system is increased. The change in potential energy is 
measured by the amount of work done. When the bodies are 
an infinite distance apart, the potential energy is a maximum; 
when the bodies are in contact, the potential energy of the system 
is zero. If the masses are free to move, they will always move 
in such a direction as to diminish the potential energy of the 
system. 

If we imagine a unit mass placed at any point P in space and 
attracted by a mass M, and if the potential energy of the unit 
mass be measured by the work done upon it to move it from P to 
infinity, this quantity of potential energy is a property of the 
given point P; in other words, it is a function of the^oordinates 
of P. It is called the potential at that point. It is not necessary 
that there should actually be a unit mass at the point, but the 
conditions are such that if a. unit mass were placed at P, it would 
have this amount of potential energy. It should be observed 
that the increase of potential energy is measured by the ja& in 
potential. 

166. The Potential Function. 

If an attracting body M be divided into small elements, and 
the mass Am of each element be divided by its distance from a 
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point P, the limit of the sum of all these fractions, as the elements 
are made smaller, is called the value at P of the potential function 
due to Af, or simply the potential of P. Calling this function V, 
then 

V = ]hmt„.oX^' [117] 

oif, if A» is of density 5 and has the coordinates x', y', z' , and P 
has the coordinates x, y, z, then 

• d:i^ ■ dy' • dz' 



J J J \(x' - 



' [(«' -«)> + (/- yr + ~is' - *}'i* ■ ^' '^' 

The integration over the entire mass gives the value of the po- 
tential function at P.* 

167. lbs Potential Function as a Measure of Worb Done. 

The amount of work required to move a unit mass (concen- 
trated at a point) from a point Pi to another point Pa, by any 
path (Fig. 92), against the attraction of a mass M, is equal to the 
fall in potential Vi - Vi, where Vi and V^ are the values of the 
potential function at the points Pi and Pj. To shOw this, let Ti 
and f) be the distances from the center of M to the points Pi and 

-^■^U f 



e- 



The work done in moving a unit mass tlirough a small space dr 
equals the force {--A times the space dr. But the force (-5) at 



dr 

■ - . Hence the work 
r 

-dV 



rd 
d 



l"9l 



that is, the work done equals the fall in potential. 

* See Pdtce, Theory oj the Newtonian Pelenliai FunetUm. 
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If the point Pt is moved to an infinite distance, Vj become zero, 
and the potential at Pi then equals the work done in movii^ the 
unit mass from Pi to infinity; or it is the worit done by it in 
moving from infinity to the point Pi. 

i68. Equipotential SuifaceB. 

A level surface, or an equipotential s\u4ace, is one having at 
every point the same gravity potential. It is everywhere per- 
pendicular to the direction of gravity.* The mean surface of 
the ocean is such a surface. The surface of any lake is also an 
equipotential surface. From the proof given in the preceding 
article it is evident that if there are two such equipotential sur- 
faces, the difference in potential is the work done upon a unit 
mass in moving it from one surface to the other. This difference 
in potential is independent of any particular points on the sur- 
faces and of the path followed in passing from one to the other; 
for example, the work done in raising a unit mass from sea-level 
to the south end of a lake is the same as the work done in raidng 
a unit mass from sea-level to the north end of the lake. Since 
the work done is the force (w) times the distance (dk) through 
which it acts, it is evident that w x dkisa. constant between two 
level surfaces. Also, since g varies as the weight (force), g X dh 
is a constant between these two surfaces. 

The force of gravity is less at the equator (Art. 144) than at the 
poles, on account of the action of the centrifugal force. Hence 
we shotild expect to find that a given level surface is farther from 
sea-level at the equator than it is at a point nearer the pole. If 
several such surfaces be drawn (Fig. 93), they will be seen to 
converge toward the pole. They are all parallel to each other 
at the eqiiator and at the poles, and have their greatest difference 
in direction at ^ = 45°. 

Since g is about one-half of one per cent less at the equator than 

* It may be proved that if there is a resultant force at a point in apace due to 
attracting masses, this force acts in the direaion of the normal to the equipotential 
surface through the point (see Peirce, Thtory of the Neurbmittit Potentiid Fmuiion, 
p. 38). It should be kept in mind that the "force of gravity" is the resultant of 
the force of attraction and the t^ntrif ugal force. 
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at the pole, the height h between surfaces is about one-half of one 
per cent greater at the equator. Hence, if a level surface were 
looo meters above the sea-surface at the equator, it would be 
only 995 meters above sea-level at the pole. A surface at half 
the elevation would converge (very nearly) half as much. Id the 
line of levels run from San Diego to Seattle the convergeoce was 
found to be about i{ meters, showiag that at high elevations this 
error is by no means a negligible one in precise leveling. 




Fic. 93- 

It is evident that if a series of bench marks is established along 
a meridian (in the northern hemisphere), and all are placed at 
the same elevation, using the ordinary methods, those at the 
northern end of the line lie nearer to sea-level than those at the 
southern end of the line. It becomes necessary, then, to revise 
the definition of elevation. 

If the ordinary definition of elevation is retained, and no allow- 
ance made for convergence of level surfaces, then different results 
for the elevation of a point will be obtained, according to which 
path is followed. If we measure vertically upward from A to B 
(Fig. 94), and then level by means of the water surface BC, we 
obtain a greater height for point C than we should if we leveled 
by water from A toD and then measured vertically upward from 
i? to C If a correction is applied, however, to allow for the con- 
vergences of these surfaces., the result is that different portions 
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of the lake surface have different elevations, which is apparently 
absurd if the true nature of the level surface is not understood. 
In order to avoid this apparent difficulty abother method some- 
times employed is to number all the surfaces with a serial number 
(called the Dvnamic Number), so that all points on the same 
surface will have their elevation expressed by the same number. 
This number is defined as the work required to raise one kilogram 
from sea-level to the given surface, the unit being the kilogram- 




meter at sea-level in latitude 45°. The United States Coast 
Survey has adopted the method of applying to ordinary elevations 
the correction for convergence, called the Ortkomeiric Correction. 
The Standard Elevations of the Coast Survey in Special Pub- 
lication No. 18 are given by the Ortkomeiric Elevation. 

169. The Orthometric Correction. 

Let W be the work (in absolute units) required to raise a unit 
mass from sea-level to a point at elevation k, and let ff be the 
dynamic number of the surface through the point, defined by the 
quotient W -i- g^, where ga is the value of g at sea-level in 
latitude 45° (Equa. [96a], p. 210), Then, since g X tf A is constant 
for two level surfaces separated by height dh, 



W 



= 1 gdk=gu,l (1-0.0026440053*. 



, )dh 



in which the integration takes place along the carved vertical. 
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Integrating, W = j« (i — 0.002644. cos 2 0) A ■ • • [■ [120] 
The dynamic number 



W 
= R = — = A(i— 0.002644 cos 2 . . • )■ 
ga 



[121] 

To find the correction to the elevation due to a change in the 

latitude, differentiate the last equation with respect to as the 

ind^Kndent variable, and we obtain 

o = dh ~ 0.002644 (— 2Asin20d0-|-cos20rfA . . . ) 

= dA(i — 0.002644 cos 2 ^) +0.005288 A sin 2 0d^, 

, ,, 0.001:288 A sin 2 (^ r 1 

and dh= ^'- T ^^^-=^ [122I 

I — 0.002644 cos 2 

= — (0.005388 Asin 2 0) (1+0.002644 cos 2 . . . )d0arci',* [123] 
the factor arc i' being introduced to reduce d4> to minutes of arc. 

A more definite idea of the magnitude of this correction may 
be gained from the following example. Assuming that the ele- 
vation of Lake Michigan is 177 meters at Chicago, latitude 
41° S3't what is the elevation of the lake at Milwaukee, in latitude 
43° os'"* ^ the formula, A = 177", d^ = 70', and = 42" 28'; 
the computed values of dk is —o.oiqo", and the lake level at Mil- 
waukee is therefore 176.9810 meters. Tables for computing the 
orthometric correction will be found in Coast Survey Special . 
Publication No. 18, pp. 54-56. 

The relation between the dynamic numbers and the ortho- 
metdc elevations is illustrated in the following table, which is an 
extract from the special publication just mentioned. 



Station. 


i.„^ 


Orth. elev meten. 


D^.„™^. 




30 S5 

34 so 

35 n ' 


14.7719 
104 -9494 
494.93*1 
"65-4345 
J3I6.S4SI 


14-7545 
104.8292 
494.6287 

J313.S112 




Ambkrsbure.W.Va 







* Foiadditiond terms, neglected in the above formula, see Coast and Geodetic 
Survey Special Publicatioii Na 18, p. 49. See also Ch. LaUemand, NivdUmetU 
U Hautt Precision, Encycloptdie des Travntx Publics, Paris, igii. 
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170. The Curred Vertical. 

In view of what has been said regarding the change in the 
direction of level surfaces with an increase in elevation, it is clear 
that the vertical line is curved, being concave toward the pole, 
and therefore that any observation for latitude made at a point 
above sea-level is referred, not to the true normal to the surface 
at sea-level, but to the direction of that portion of the vertical 
which is at the elevation (ft) of the station. In order to deter- 
mine the amount of the correction to reduce the observed latitude 




Fig. 95. 



to its value at sea-level, refer again to Equa. [122], p. 255. An 
inspection will show that the denominator of this fraction is 
usually not far from unity; and since the correction desired is 
■itself quite small, we may assume 

dh = — 0.005288 A sin 2 ^ d^. [i 24] 

The correction to the observed latitude is the difference in the 
slope of the two surfaces (sea-level and the level of station) 
measured in the plane of the meridian. From Fig. 95 it is seen 
that the angle between the level surface through S and a surface 
parallel to sea-level drawn through S hdk -i- Rd <t>. But, by 
£qua. [124], 

dh 0.005288 A sin 2 

Rd<tt~ R 

. Redudng this to seconds of arc, 

dh 0.005288 A sin 2 

Rdip' iJarci" 
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Since R arc i'-' = 101.3 feet (very nearly), the correction to the 
latitude may be written 

— o".o522 A sin 2 4^, [125] 
where A is in thousands of feet; or, if A is in meters, the correction is 

— 0.000171 kan.2^. [126] 
171. Trigonometric LeveUng. 

The method of measuring the vertical angles between triangu- 
lation stations has already been described in the chapter on field- 
work. From the field note-book we have the several measures 
of the angles, the height of the instrument, and also of the point 
sighted in each case above the station marks. The elevation of 
one station above sea-level is assumed to be known, and that of 
the other is to be computed. Before this can be done, the angle 
must be reduced to the value it would have if the instrument and 
the point sighted were coincident with the station marks. 

173. Reduction to Station Mark. 

From the diagram (Fig. 96) it is evident that if i is the height 
of the instrument at A , and o that of the object sighted at B, and 




Fio. 96, 



5 the distance between stations, obtained from the triangulation, 
then the correction to the vertical angle at .4 is 

Corr. = T." [127] 

5arci" ' " 

Four places in the logarithms are suffident in computing this 
correction. 
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This reduction need be made only in case of reciprocal obser- 
vations, that is, observations of the vertical angle from both ends 
of the line. In case of observations from one station only, the 
quantity i — 0, in meters, can be applied direcUy to the com- 
puted difference in elevation. 

When a sight is taken from one station Pi to another staUon 
Ps, the verticals of the two stations do not (in general) intersect, 
because they lie in different planes. If we imagine a plane which 
is parallel to both verticals, and then project both verticals onto 
this plane, we obtain the result shown in Fig. 97. 




Fio. 97. 

173. Reciprocal Observations of Zenith Distances. 

In Fig. 97, Pj and Pj represent the two instrument stations; 
their elevations above sea-level are PiSi = hi and PiSi = Aj. 
The ray of light ia assumed to take the form of a circular curve. 
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whose radius is detennined by the coefficient used in the calcu- 
ladon. The two measured zenith distances are fi and fj. 

The angle of refraction is Af = TPiPt = TPJ'i -= m fl, 
where m is the coefficient of refraction, and d the central angle 
P\OPt. The radius of curvature of the sectitm SiSt is R„, ap- 
proximately equal to OSi, or to OSi. 

The quantity to be computed is the difference in elevation 
hi — h\, which may be found by solving the triangle PiP^Li* 

In the triangle PiP^Li, PiU = fn — h, the desired difference 
in elevation; PiLt is the chord joining the two verticals at the 
level surface through Pi. Observing that PiM = {R„ + ki) 

sin-, and PiLs = 2 (R^ + Ai) sin-, we have, by applying the 

law of sines, 

But in the triangle PiLiP, 

P^PiL, - P,U> - P,P,L, 

- (90° - ") - (180° - f, - if) 

- -90°-* + f, +if. (/) 

Also, PtPiLt = 180° - hi + Af + 90° - -1 

-90° -fi-if + j- (s) 

Adding if) and (g) and dividing by 2, 

2 

In the triangle PiPsPj 

PiPiLi = 180" -{0 + CiSo° - fi - At)] 

= - e + fi + Ar. (»■) 

* The foUowing formula are those adopted by the Coast and Geodetic Survey 
in 1915 (see Special Publications Nos. 36 and iS). 
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Also, PiPd^ = i8o° - fa - if. (y) 

Adding (t) and (/') and dividing by 2, 

Substitutii^ (A) and (jt) in (e), 



Ai — Ai = 3 (if„ + ki) sin 



"-('+^) 



(0 



Expanding the denominator and dividing tlie numerator and 
denominator by cos f— ---J cos - , we obtsun 

2 (^ + Ai) tan - tan (^^^^^ 

i-tan^tan(^^') 

Expanding tan - in series (see p. 330), retaining but two terms of 



the series, and putting 9 = 



K 



I 



te-r. ' 






-st^ni'- — '-)A-B-C, 



["81 



[1J9I 



A , *1 

^ = ■+«:■ 

the correction for elevation of the station of known elevation, 
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the correctioQ for the difEerence in elevation, 

and C=i+-^,, 

the correction for distance. 

The logarithms oiA,B, and C are given in Tables K, L, and M, for 

the arguments ki, log I s tan — — I , and log s, respectively. 

174. When only one Zenith Distance is Observed. 
From ig) and {h) we have 

PiPiLi = ^^-^ = 90" - ri - Af + ;■ 

^ The refraction angle is Aj" = mS, where m is the coefficient, to 
be obtained from the best obtainable values, and which is ap- 
proximately equal to 0.071 ; substituting m0 in the above equation 
we have 

^2SLh = 90° - fi + (0.5 -m) e, 
2 

and tanl^^ — —\ = tan (90" + (0.5— ffi)^'arci" — fi) 
.tan[90° + (o.s-«)^-^-f.] 



K^) = 



^sini" 
Putting this 5 term = k, we have 

= tan[90°-|-jfe-ri]. («) 

Substituting in [129] from («), 

As - Ai = 5 tan [90" + J6 - fi] i4 . B . C, [130] 

in wluch A, B, and C have the same meaning as before, except 
that B is given for the argument log [5 tan (90° + A — fi)]. 

Example. Zenith Distance of Ml. Blue from Faimington, 87° 07' i8".8; dis- 
tance, 15,519 meters; m " 0.071; instrument 2.20 meters above station mark; point 
sighted 4.40 roeteis above station mark; elevation of Farmiugton, 181. 30 meters. 
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(o.s-in) 0.439 



log -9.632s 
log» - 4. 1909 



odog Ai sin 1" =■ S 



log Jia - 6.8051 

" sin i" - 4 6856 

1.4908 



f — 87° 07' 18 .8 
+ »°s6'i6".3 



■ 8.710J9 

■ 4-,iOo86 
3.9011S 



796. 
Red. to Sta, _3^ 

Difi. Eleva. 794 

'Eitv. Farmiiiglaa 181 
Elev. Mt. Blue 97s 
TABLE K* 





Log.A. 




LogX, 




Log A, 




LogX. 








unitiol 




uniUot 






*.. 


fifth 


«^ 


fifth 


■ *i- 


■ fifth 


»i- 


fifth 




plueoi 




|>1«»0( 




plaaol 




plsaof 












decinwb. 






UtUn. 




Hetm. 




Ueten. 




Meun. 




' 


Q 


1S4I 


,, 


3156 


22 


4770 


33 


73 


■ 


i6sa 
1835 


13 


3303 

3449 


»3 
24 


49'7 
S°64 


34 
35 


367 




,981 




3S96 




S»u 






3 




14 




IS 




36 


S"4 




113S 




3743 




S3S7 






4 




15 




26 




37 


661 


S 


"7S 


16 


3890 


27 


SS04 


38 


807 


6 


14s 2 


'7 


4036 


28 


5651 


39 


954 


7 


1569 
»7'S 


18 


4183 
4330 


29 


579S 
S94S 


40 




8 




19 




30 




41 


.148 


9 


2861 




4477 


31 


609. 




1394 




3009 


21 


4624 


3» 






1541 




3156 




4770 









91 u d-tatu. the moaa niliua in latitude 40° oa Che CInh 
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Table K gives the values ot log A , the correction factor for the 
elevation of the known station, by showing the limiting values 
of the elevation Ai, between which log A may be taken as o, i, 
2, 3, etc., units of the fifth place of decimals. Logj4 is positive, 
except in the very rare case where hi corresponds to a point 
below mean sea-level. 



Logjtanl 




Lontanl 




Logitan) 




ff.-Wortog 


LogB,nniM 


(r.-rooriog 


-LatBmaa, 


(r,-Worto, 


LogBuniU 


,t«.<90- + * 


oi fifth idue 


.tan (90- + * 


ot fifth plue 


.t«i(9o- + * 


o{ fifth pUce 


-H-(iin 


otdecimolB. 


- fi) ■ (I in 


ofdedmato. 


-Wtoin 




metm.) 




mew^) 




metere.) 




J.. 67 




3-397 




3-685 










9 






17 


3.644 




3. MS 


10 




711 


18 


2. 866 




3-489 
3-Sa8 


« 




735 
758 


19 


3.iii 




3-565 


13 




779 


21 


i.i^ 




3.598 


14 




800 


22 


3.281 




3-629 






820 


13 


3-343 




3-638 


'^ 




839 








16 






34 


3-397 




3 -68s 




3-8S7 





Table L gives the values of log B, the correction factor for 
approximate difference of elevation by showing the limiting 
values of 1(^ [s tan ^ (fj — fi)] or log 's tan {90° + A — fi)] be- 
tween which log B may be taken as o, i, 2, 3, etc., units of the 
fifth place of dec'mals. Log B has the same sign as the angle 
i (is - fi) or 90" + A - fi ; for example, if log [s tan ^ (?, - ?i)] 
lies between 3.565 and 3.598 and ^ (fa — fi) is positive, logB = 
+0.OCXH3, but if 5 iXi — fi) is negative then log B = —0.00013, 
i.e., 9-99987 — 10, the former way of writing being usually more 
convenient in practice. 
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TABLE M 



Log 


(s in meten). 


Log C. uniU of filth 
place ofdKimalB. 


Log I (sin meter.). 


Log C, units ot fifth 
place oldecimala. 




0.000 
4-875 
S-"3 


- 




5 -297 
5-35" 
S-39S 


4 
S 
6 




S-"* 






S-433 






S->97 






5463 





Table M gives the value of log C, the correction factor for dis- 
tance between stations, by showing the limiting values of log s 
between which log C may be taken as c, i, 2, $, etc., units of the 
fifth place of decimals. Log C is always positive. 



extending j° norlb- 



I%OBLEHS 
Prablan t. Calculate the orthometric correction for a line e; 

ward from a point in latitude 45" N at an elevation of n 

Problem 2. Compute tb« correction for reducing to sea-level a latitude observed 

at an elevation of one mile in latitude '45° N. 

PreUem 3. Vertical angle from 5 to B, +2° n' s8".94. Vertical angle from 

B to S, — I'as'sV'.so. Elevation of 5 = 108.87 meters; distance, 33,931.6 

meters; k^ Se, 6.8051. Compute the elevation of B. 
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CHAPTER XI 
MAP PROJECTIONS 

175. Map Projections. 

Whenever we attempt to represent a spherical 01 a spheroidal 
surface on a plane some distortion necessarily results, no matter 
how small may be the area in question. The problem to be 
solved in constructing topographic or hydrographic maps is to 
find a. method which will minimis this distortion under the 
existing conditions. The number of projections which have 
been devised is very great; for the description and the mathe- 
matical discussitm of the pr(^rties of these projections the 
reader is referred to such works as Thomas Craig's Treatise on 
Projections, United States Coast and Geodetic Survey, 1882; The 
Coast and Geodetic Survey Report, 1880; C, L, H. Max Jurisch, 
Map Projections, Cape Town, 1890; G. James Morrison, Maps, 
Their Uses and Construction, London, 1902; and A. R. Hinks, 
Map Projections, Cambridge, 1912. . 

In this chapter we shall consider only those projections which 
are used for such maps and charts as are of importance in geo- 
detic surveys and in navigation. 

176. Simple Conic Projection. 

In this projection the map is conceived to be drawn on the 
suriace of a right circular cone which is tangent to the sphere 
or the spheroid along the middle parallel of latitude. The apex 
of the cone lies in the prolongation of the axis of the spheroid. 
From Fig. 98 it is evident that the distance TA imm the apex 
to the parallel throifgh A is equal to N cot ^. If the cone is 
developed on a plane surface we shall have a sector whose 
center is T and whose radius is N cot 0. (Fig. 99.) All other 
parallels of latitude on the map will be drcles drawn about 
a6s 
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the same center T, and all meridians will be represented by 
straight lines passing through T. The spacing between the 
parallels of latitude is obtained by laying off distances along 
the central meridian which are proportional to the distances 
between the same parallels on the spheroid. The position of 
the meridians is found by subdividing the middle parallel into 
spaces which are proportional to the lengths of the arcs of the 




Fic. 98. 



Fig. 99. 



same parallel on the spheroid. Straight lines are then drawn 
from the center T through these points of sub-division. Any 
meridian or any parajlel may be assumed for the central meridian 
and middle parallel of the map. It is evident from the above 
that this is not a true projection, that is, the points are not those 
that would be obtained by projecting from the center of the 
sphere onto the cone. If the scale of the map is such that the 
position of the center T cannot be represented on the paper, 
the curves may be laid off by plotting cert^ points by means 
of their rectangular coordinates as described later under the 
polyconic projection. 

It is evident that the meridians and parallels of a conic 
projection intersect at right angles in all parts of the m£^, as 
they do on the sphere. The scale of the map is not correct, 
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however, except along the middle parallel. For a map having 
a great extension in the longitude and but little in the latitude) 
the conic projection is fairly accurate. Fig. 100 shows a com- 
pleted conic projection covering the area of the United States. 



/ ~W--yL/J 


^v 


. __LU-\AJ 


"^yr^r-A-Lj 


' 


^ 




yt7WoTj2 






Ar-/~t~^ 






r^J-t 






/rKU 


-«J; 


M^r-LJr-' 


M-iSr( 




i^^^^r^^j-"** 



Fig. 100. Simple Conic Projeciion. 

177. Bonne's Projection. 

This projection is a modification of the simple conic and meets 
the objection that the scale of the latter becomes inaccurate as 
the distance from the middle parallel increases. The parallels 
of latitude are concentric circles as before, but each parallel is 
sub-divided into spaces which are proportional to the corre- 
sponding spaces on that parallel on the spheroid. The central 
meridian and all parallels are therefore correctly suh-divided. 
The meridians are obtained by joining the points of sub-division 
on the parallels. The meridians in this projection are all 
curved, except the central one, and they intersect the parallels 
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nearly, but not quite, at right angles (Fig. loi). The distortkm 
in this projection is very small, and for small areas it is practi- 
cally a perfect projection. It has been much used in Europe. 



^~~~.S! Ill 11 *s.\ \ '"" 



Fig. ioi. Bonne's Projection. 

178. The Polyconic Projectloa. 

The idea of using several cones, or the polyconic projectitm, 
is due to Mr. F. R. Hassler, the first superintendent of the Coast 
Survey. Each parallel of latitude shown on the map is de- 
veloped on a cone tangent along that paraUel. The radius 
(,TA) for any parallel (latitude ^) is ^cot^; and the angle 
between two elements of the cone when developed is approxi- 
mately = (dx) sin ^, as will be evident from Fig. 102. 
. In constructing the map the degrees of latitude are Imd a£E 
along the central meridian, the spacing corresponding to the 
distances on the spheroid. The points where the meridians 
intersect the paralleb are plotted from their rectangular co- 
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ordinates, the coordinate axes being in each case the central 
meridian and a line at right angles to it drawn through the 
latitude in question. The coordinates themselves are found 
as follows: In Fig. 103, let.i4 be the intersection of some meridian 
and parallel which are to be drawn on the m^. Then the 








radius TA = N cot ^ may be computed from the known lati- 
tude of A , and the angle fl may be computed from the known 
difference in longitude between and A by the equation 9 = 
(iX) sin ^. Then for x and y we have 



X — TA sin ff = JV cot ^ sin {d\ sin ^) 

y = TA vers 6 = - — vers 8 
8m« 



[131I 



= a:tanj (dXsin^) [132] 

Values of these numbers will be found in Tables XYl and XVTI. 
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It is evident timt the parallels and meridians do not intersect 
at right an^es except at the central meridian. The meridian 
and parallels are both curved, as in Bonne's projecUon, but 
since the lower parallels are flatter there is a separation of the 
parallels which becomes more marked toward the east and 
west margins of the map. For this reason this map becomes 
less and less accurate as the longitude is extended. In mapping 
areas which extend principally north and south, it is superior 
to other projections. It is in general use in the United States 
for Government maps. Fig. 104 shows a polyconic projection 
covering the area of the United States. 

There is one disadvantage in the Polyconic and the Bonne's 
projections, namely, that if two maps of adjoining areas are 
to be placed side by side they cajinot be placed exactly in con- 
tact because the limiting (common) meridian curves in opposite 
directions on the two maps. In the simple conic and in the 
Lambert projection, to be described in the next article, the 
meridians are straight and this difficulty does not exist. 

179. Lambert's Projection. 

The Lambert projection having two standard parallels was 
invented about the middle of the eighteenth century, but has 
recently been brought into prominence through its use in the 
French battle maps. The fundamental notion is that of a cone 
tangent along the middle parallel of the map, the radius of this 
parallel (on the map) being N cot 4>, and the angle between 
the central meridian and any other meridian being (ifX) sin 0. 
This would give a map in which one parallel, and only one, is 
correctly divided. We may, however, modify the projection 
so as to have two standard (correct) parallels. This is done by 
reducing the scale (multiplying by a constant) and is practi- 
cally equivalent to employing a cone which cuts the spheroid in 
the two standard parallels. 

The other parallels are so spaced that the scale of the map is 
the same for all azimuths at any one place, that is, the scale 
along a meridian is the same as the scale in an east and west 
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plane. A projection having this property is said to be "ctm- 
formal." It may be proved that this condition is true if the 



meridian between parallels on the original tangent cone meas- 
ured from the parallel of contact, and po is the mean radius of 
curvature of the spheroid at a point on this tangent parallel. 
Since the projection is conformal, all lines on the map cut each 
other at the same angles as do the corresponding lines on the 
spheroid. There is a tendency, therefore, for small figures to 
have the same shape on the map that they have on the earth's 
surface. The scale of this map is correct on the two standard 
parallels. Between these two parallels the scale is a little too 
small and outside these parallels the scale is too large. The 
error is not serious, however, if the standard parallels are chosen, 
as is usual, one sixth and five sixths the length of the meridian 
arc to be shown. Fig. 105 shows a Lambert projection. 




This projection may be extended indefinitely in an east and 
west direction without error. The error becomes greater and 
greater as the map is extended to the north and south. In 
this respect it is just the contrary of the Polyconic Projection. 
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For a wmplete description of this projection, together with 
tables for projecting maps, see United States Coast Survey 
Special Publications 47 and 52. 

180. The Gaomonic Projectloa. 

In the gnomonic, or central, projection the projecting point 
is at the center of the sphere and the plane of the map is tangent 
to the sphere at some selected point. Every plane through 
the center cuts the sphere in a great circle and cuts the map in 
a straight line; hence every great circle is represented by a 
straight line and every straight line on the map must represent 
a great circle. 

Fig. 106 shows the Atlantic Ocean projected on a plane 
tangent at = 30° N and X = 30° W. 



I . a: r s>f 7 Jr 7 yy T f #vV *? 



Fig. 106. Gnomon 



: Projection 



r Great-circle Chart. 



The meridians and the equator are of course represented by 
straight lines. The parallels of latitude are conic sections, in 
this case hyperbolas. The parallels are best constructed by 
employing the equations of the curves and plotting points by 
means of coordinates. 



,t,.,.d.i. Google 



374 MAP PROJECTIONS 

The gnomonic projection is used almost exclu^vely for deter- 
mining tlie positions of great circles for the purposes of naviga- 
tion. By joining any two places by a straight line the great- 
circle (or shortest) track is at once shown. The latitudes and 
longitudes of any number of points on this track may be read 
oS the chart and, if desired, may be transferred to any other 
chart and the curve sketched in. The prant where the great 
circle approaches most nearly to the pole is found at once by 
drawing from the pole a line perpendicular to the track. The 
foot of this perpendicular is the vertex, or point of highest latitude. 

i8i. Cylindrical Projection. 

If a cylinder is circumscribed about a sphere so as to be tan- 
gent along the equa.tor, and if points be projected onto the 
cylinder by straight lines from the center, the cylinder, when 
develt^d will give a map in which the meridians and parallels 
are all straight lines, the relative distances between points being 
approximately correct near the equator but distorted in high 
latitudes. The meridians will all be parallel to each other. The 
parallels of latitude will be parallel to each other and will he 
spaced wider and wider apart as the latitude increases. Evi- 
dently the scale of the map is different for different latitudes. 
It is also true that at any point the scale along a meridian is 
not the same as the scale along a parallel. Such a projection 
is of no practical value, but it aids in understanding the Mer- 
cator chart which is described in the next article. 

182. Mercator's Projection. 

A modification of the above projection, known as Mercator's, 
consists in so spacing the parallels of latitude that the relation 
between increments of latitude and Icmgitude on the chart is 
the same as the relation between increments of latitude and longi- 
tude at the corresponding point on the earth's surface, or ^ 
proximately, i' lat. on chart; i' long, on chart = i' lat. on 
spheroid: i' long, on spheroid. If this relation is preserved, it 
will be found that any line of constant bearing {hxodrome or 
rhumb line) will be represented by a straight line on the chart. 
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In Fig. 107 let AB on the earth's surface be represented by 
A'B' on the chart (actual size). In order that the two lines 
may have the same bearing it is necessary that 



ii. 



AC 
CB' 



R.dt 



'y-ii,-'^'*- 
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In other words, since the loi^tude has been expanded [in the 



ratio —1 by the method of constructing the chart, it is neces- 
sary to e^and the latitudes in the same ratio in order to preserve 
the scale and give AB the same bearing. Now since dx is rep- 
resented as large as the corresponding arc on the equator, we 
have 

dx _ ad\ _ a 
R^d\~ Rydx" R,' 

Substituting in (a), we obtain 
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Multiplying c* by sin* ^ + cos* ift, the integral may t>e sep- 
arated into two, giving, after multiplying numeiatoi and de- 
nominator by cos ^, 

J^'*cosdd* r* ecosAdA 
T —ae I , . , 
B cor<(> Jo I — e^sin^^ 

o fi 1 I + sin A I , I + c sin 0Y 

= 77 -log • ^ --glog— ' r-7 

if L2 I — sm^ 2 I — esin^Jo 

where M = 0.4342945, the modulus of the common logarithms. 
Employing the formulie, 

logi+-«.J.+^+...) 

and — '— : — = tan (45 + -I 

the equation may be expressed 

y . i[logtan(4s"+4)]^-««[.sm«+(£=i2+ ... J (,33] 

in which y is in the same linear units as a. 
In order to express y in nautical miles oi minutes of arc on the 



* The Nautical Mile contains 6o8o.:o ft.; this b not identical with &e number 
of feet in one minute of arc on the earth's equator. For a discussion of this matter, 
see Appendix la, Coast Survey Rq>ort for iSBi. 
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y = 79iS.705logtan(4S°+j)-3437-7(c*sinV + -^7-*j, [i34] 

or 

y = 7915.705 logtan(4S°+*)-22'.945sin«-o.o5isinV- [135] 




Also 



Fig. 108. Menstor Chart 



a: = 60 X X°, [136] 

the unit beii^ the nautical mile. Values of y, called meridional 
parts, will be found in works on navigation. 

This chart is much used by navigators because it possesses 
the property that the bearing of any point B from a point A as 
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measured on the chart is the same as that beaiii^ on which a 
vessel must sail continuously to go from A to B. The track 
cuts all meridians on the globe at the same angle, just as a 
straight line on the chart cuts all rneridiaos at the same angle. 
This track is not the shortest one between A and B, but for 
ordinary distances the length differs but little from that of the 
great-circle track. In following a great-circle track the navi- 
gator transfers to the Mercator chart a few points on the great- 
circle obtained from his great-drcle chart, by means of their 
latitudes and longitudes and then s^ls on the rhumb lines 
between consecutive plotted points. Fig. loS shows a Mercator 
chart. 

183. Rectangular Spherical Coordinates. 

A system of rectangular spherical coordinates, used in Eur<^e, 
consists in referring all points to two great circles through some 
selected origin, one of them being the meridian, the other the 
prime vertical. Within small areas these coordinates are prac- 
tically the same as rectangular plane coordinates. When the 
area is so great that the effect of curvature becomes appre- 
ciable, small corrections are introduced, so that the form of the 
plane coordinates is retained without loss of accuracy. Such a 
system is very convenient when connecting detail surveys with 
the triangulation, particularly for local surveyors who may 
not be familiar with geodetic methods of calculating latitudes 
and longitudes. The method is not well adapted to mapping 
very large areas. (See Ctandall's Geodesy, p. 187.) 
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CHAPTER Xn 

APPLICATION OF METHOD OF LEAST SQUARES TO 
THE ADJUSTMENT OF TRIANGULATION 

184. Ernffs of Obserratioa. 

Whenever an observer attempts to determine the values of 
any unknown quantities, be at once discovers a Umit to tbe 
predion witb which he can make a single measurement. In 
order to secure greater precision in bis final result than can be 
obtained by a single measurement, he resorts to the expedient 
of making additional measurements, either under the same con- 
ditions or under different conditions. Under these circumstances 
it will be observed that the results are discordant and that the 
same numerical result almost never occurs twia.* The ques- 
tion at once arises, then. What are the best values of the un- 
known quantities which it is possible to obtain from these 
measurements? 

The method of least squares has for its main objects (i) the 
determination of the best values which it is possible to obtain 
from a given set of measurements, and (2) the determination 
of the degree of dependence which can be placed upon these 
values, or, in other words, the relative worth of different deter- 
minations; (3) it also enables us to trace to their sources the 
various errors affecting the measurements and consequently to 
increase the accuracy of the result by a proper modification of 
the methods and instruments used. The method is founded 

* Hus is only true, however, when the observer is taking each reading with the 
utmost posdble refinement. If, for example, angles are read only to the nearest 
decree, the result will always be tbe same no matter how many times the measure- 
ment may be repeated; but if read to seconds and fractions, they will in general all 
be different 

279 
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upon the mathematical theory of probability, and upon the 
assumption that those values of the unknowns which are ren~ 
dered most probable are the best that can be obtained from the 
measurements. 

185. Probability. 

If an event can happen in a ways and fail in J ways, and all 
of these ways are equally likely to occur, the probability that 
the event will happen in any one trial is expressed by the fraction 

b 

Since it must either happen or fail, the sum of the two prob- 
abilities represents a certainty. This sum is — --7 H = i. 

Therefore the probability of the happening of an event is repre- 
sented by some number Ijdng between o and i, the larger the 
fraction the greater the probability of its happening. For ex- 
ample, a die may fall so that any one of its six faces is uppermost, 
and all of these six possibilities are equally likely to occur; the 
probability of any one of its faces being up is J. 

186. Compound Events. 

If a certain event can happen in a ways and fail in b ways, 
and if a second, independent, event can happen in a' ways and 
fail in b' ways, and all are equally likely to occur, then the total 
number of ways in which the events can take place together is 
(o + b) (a' ■+■ b'). The number of ways in which both can hap- 
pen is aa', and the probability of its happening is , , ,. , , — ttt- 

(a + b)ia' + b') 

For example, the probability of double six being thrown with a 
pair of dice is i x ^ = ^. It is evident that the probability 
of the simultaneous occurrence of two events is the product of 
the probabilities of the occurrence of the component events. 
In a similar way it may be shown that the probability of the 
^multaneous occurrence of any number of independent events 
is the product of their separate probabilities; that is, if Pi, Pt, 
Pf . . . are the probabilities of the occurrence of any number 
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of independent events, the probability of tlieir simultaneous 
occurrence is 

P = Pi X Pi X ft ... , [137I 

187. Errors of Measurement — Classes of Errors. 

Every measurement of a quantity is subject to error, of which 
the following kinds may be distinguished. 

1. Constant Errors. 

2. Systematic Errors. 

3. Accidental Errors. 

188. Constant Errors. 

A constant error has the same effect upon all observations in 
the same series of measurements. For instance, if a steel tape 
is o.oi ft. too long, this error aSects every 100 ft. measurement 
in just the same way, 

1S9. Systematic Errors. 

A systematic error is one of which the algebraic sign and the 
magnitude bear a fixed relation to some condition. For ex- 
anq>le, if the measurements with the tape are made at different 
temperatures, the error resulting from this variation of tem- 
perature is systematic and may be computed if the tempera- 
tures and the coefficient of expansion are known. 

190. Accidental Errors. 

Accidental errors are not constant from observation to ob- 
servation; they are just as likely to be positive as negative; in 
general they follow the exponential law of error, as will be 
explained later (Art. 197). The error of placing a mark opposite 
to the end graduation of the tape is of this class. 

191. Comparison of Errors. 

There is in reality no fixed boundary between the accidental 
and the systematic errors. Every accidental error has some 
cause, and if the cause were perfectly understood and the amount 
and sign could be determined, it would cease to be an accidental 
error, but would be classed as systematic. On the other hand, 
errors which are either constant or systematic may be brought 
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into the accidental class, or at least made to partiaily obey the 
law of accidental error, by so varying the conditions, instru- 
ments, etc., that the sign of the error is frequently reversed. 
If a tape has 0.01 ft. uncertainty in length, this produces a 
constant error, in the result of a measurement. If, however, we 
use several different tapes, each with an uncertainty of o.oi ft., 
this error may be positive or negative in any one case. In the 
long run these different errors tend to compensate each other 
like accidental errors. 

In the class of systematic errors would be placed such errors 
as those due to changes in temperature, light, and moisture, 
or change in the adjustments of instruments. These errors 
may be computed and allowed for as soon as we know the hiw 
governing their action, or they may be partially eliminated by 
varying conditions under which the measurements are made. 

Under the constant class comes the observer's error, which 
tends to become constant with increased experience in observing. 
This error may be allowed for as soon as its magnitude and sign 
have been determined, or it may be eliminated by the method 
of observation. Certain errors in the instrument may have a 
constant effect on the result; these may be dealt with in the 
same manner as the personal error. It should be noticed that 
after the constant error or the systematic error has been elimi- 
nated, there still remains a small error due to the fact that the 
magnitude of the constant error itself was not perfectly deter- 
mined or that its elimination was imperfect. This remaining 
error must be regarded as an error of the accidental class, since 
its magnitude is imknown and it is just as likely to be positive 
as negative. 

Under accidental errors are included all those which are sup- 
posed to be small and just as likely to be positive as negative. 
They are due to numerous unknown causes, each error being in 
reality the algebraic sum of many smaller errors. Under this 
class may be noted errors in pointing with a telescope, errors in 
reading scales and estimating fractions of scale divisions, and 
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undetected variations in all of the conditions governing syste- 
matic errors. 

193. Mistakes. 

These are not errors, but they must be considered in connec- 
tion with the discussion of accuracy of observations. They in- 
clude such cases as reading one figure for another, as a 6 for a o, 
or reading a scale in the wrong direction, as readii^ 46° for 34°. 

193. Adjustment of Observations. 

When the number of measurements is just sufficient to de- 
termine the quantities desired, then there is but one possible 
solution, and the results must be accepted as the true values. 
When additional measurements are made for the purpose of 
increasing the accuracy of the results, this gives rise to discrep- 
ancies among the different measurements of the same quantities, 
since each is subject to errors. The method of least squares 
enables us to compute those values which are rendered most 
probable by the existence of the observations and in view of 
the discrepancies noted; it cannot, however, tell us anything 
about the existence of constant errors, unless new observations 
made under different conditions reveal new discrepancies. For 
example, if a pendulum is swung and certain small variations 
in the last decimal place of the period are noticed, these may be 
regarded as due to small errors in the rumiing of the chronom- 
eter and to accidental errors of observing ; but if the pendulum 
case be mounted on a support whose flexibihty is very much 
greater than that of the first, and larger variations are now 
observed, it becomes apparent that an error of the systematic 
class is affecting all our observations, though it does not appear 
at all in the first observations, because all the measurements 
were affected alike. An investigation of the law governing 
this error, and the determination of its magnitude and ^gn, 
enable us to correct the result for such part of the error as we 
are able to determine. There remains in the result, however, 
an accidental error, namely, the error in the measurement of 
the flexure correction. 
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11)4. Arithmetical Mean. 

The formuUe employed io adjusting observations are usi«illy 
made to depend upon the axiom that if a number of observations 
be made directly upon the sjune quantity, all made under the 
same conditions and with the same care, the most probable 
value of the quantity soi^ht is the arithmetical mean of all 
the separate results; that b, if the results of the observations 
are Mi, Mi, Mj, . . . M^, the most probable value of the quan- 
tity, Mq, is given by 

It is to be carefully noted that this is not the true value, M, 
but simply the most probable value under the circumstances; 
if additional measurements be made, Mo chaises correspond- 
ingly in value, because we know more about its real value than 
we did at first. 

195. Irrors and Residuals. 

It now becomes necessary to distinguish between errors and 
residuals. The error is the difference between any measured 
value and the true value. Its magnitude can never be known, 
because the true value can never be known. The residual is 
■ the difference between a measured value and the most probable 
value. This is a quantity which may be computed for any set 
of observations. In a set of very accurate observations which 
are free from constant and systematic errors the residual is a 
close approximation to the true error. It may be shown that 
for the case of direct observations the algebraic sum of the 
residuals is zero; that is, if we compute Vi = Mi — Mo, flj = 
Mi — Mo, etc., then 2)" = °i where Ui, t^ . . . are the residuals. 

ig6. Weights. 

In case the measurements are of different degrees of relia- 
bihty, they are given different weights. The weight of an 
observation may be regarded as the ntunber of times the ob- 
servatioQ is repeated and the same numerical result obtained. 
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It expresses the relative worth of different measured values. 
Weights are purely relative and may be computed on any base 
desired. To say that two measurements have weights 2 and i 
respectively, is the same as saying that they have weights J 
and i. ' From the above definition it is apparent that the weighted 
mean is expressed by 

friJfi + PiMj + ■ ■ - _ XP^ 

Xp " Xp' 



Ma- 



[139I 



that is, the wdghted mean is found by multiplying each ob- 
servation by its weight, adding the results, and dividing by the 
sum of the weights. 

Multiplying an observation (JWi) by its weight (pi) is the 
same as taking pi observations each equal in value to Mi. 




197. Distributioa of Accidental Errors. 
An inspection of the results of a large number of measure- 
ments will show that 

(i) + and — errors are equally numerous. 

(2) Small errors are much more numerous than large ones. 

(3) Very large errors seldom occur. 

The curve which expresses the law of variation of such errors 
will be of the form shown in Fig. 109. In accordance with (i) 
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the curve is symmetrical; in accordance with (2) its maximum 
is at the axis of F; from (3) it is evident that the curve cuts 
the axis of X at some distance from O. 

The manner in which observations are affected by accidental 
errors is shown by the "shot apparatus " shown in Fig. no. A 



Fig. 110. "Shot Apparatus." 

large number of small shot, representing observations, are 
allowed to drop through an opening in the middle of the case. 
If there were no obstructions the shot would fall directly into 
the central (vertical) compartment. Between the opening and 
the vertical compartments a number of pegs are interposed, 
each representing a source of error or deflection of the shot 
from its natural course. The shot are therefore diverted some- 



,t,.,.d.i. Google 



DISTRIBUTION OF ACCIDENTAL ERRORS 287 

what from a. straight course and airai^e themselves in the 
different columns in the manner shown. The curve joining the 
tops of the colunms is seen to resemble closely the "curve of 
error." 

In order to obtain a formula expressing the law of error we 
suppose the curve £isymptotic to the axis of X, and write the 
equation of the curve in the general form 

y=}{^), U40] 

where x represents the magnitude of an error and y the fre- 
quency with which this error occurs on a large number of measure- 
ments; / represents some unknown function of x. It is neces- 
sary to assmne that the number of observations is very large; 
otherwise the supposed balancing of -|- and — errors will be 
imperfect. The true error x can never be known, but the 
distribution of the residuals about the most probable value 
will evidently follow the same general law, so we may write 
also 

y =f(v) I141] 

as tbe law to which the residuals must conform. This equation 
also expresses the probabiUty of the occurrence of a residual u. 

If we let the total area between the curve and the axis of X be 
represented by unity, then the probabihty that a certain residual 
will fall between the limits v and v + dv will be represented by 
the area included between the curve, the X axis, an^ the two 
ordinates at v and v + dv, since in the long run the number in a 
given column will be proportional to the probability expressed 
by the ordinate at that point, that is, 

ydv = f{v) dv, [142] 

If we suppose n observations of equal weight, giving the results 
Ml, M2, . . . Mn, to be made on any functions of the unknowns 

2i, 2j, . . , , Sh, giving the residuals Vi, Vi Pn, then the 

probability of the occurrence of these re^duals is / (ni) dv, 
f (jh} dv . . . f {v„) dv. The probability of the simultaneous 
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occurrence of these residuals is the product of the separate 
probabilities, that is, 

P~fiv,)dvxfivt)dvx . . ./Mdv. [143] 

or, taking logs of both members of the equation, 
\ogP - log/(»i) +log/{oi) + ■ ■ ■ log/(tt,) +n X lq>gdv. 

The results desired for Si, zt, etc., are those for which the prob- 
ability of the occurrence of Hi, f^, . . . is a maximum. Therefore 
P must be a maximum. To find the conditions for this mari- 
mum, differentiate log i* with respect to each variable, Si, si, . . , 
and place the results equal to zero. This gives 
alogf I dfjvi) I dJM 



dzt fivi)' dzt 



I dfM 



But we observe that 



dfiv) 



=/'<") i;- 



in which /' represents some new function of 0. 



For brevity place 



Then Equa. [144] become 



F(,). 






■ FM 



[I441 

[146I 

[■47I 



These equations contain all the unknown quantities (z) and 
are equal in number to the number of imknown quantities. 
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Hence, if the fonn of the function F were known, the solution of 
these equations would give the most probable values of zi, si, etc. 
The above equations, being perfectly general, hold true for all 
cases, so they must hold true fo; any special case. The form of 
F determined for the special case must therefore be the form of 
this function for all cases. 

Consider « direct observations of equal we^ht on one unknown 
quantity Zi, the results of the measurements being Mi, Mt, 
. . . M^, and the residuals being denoted by vi, vj, . . . Vn. 
The most probable value of Si is given by 

Zi = Ml — th = Mi — Vi = . . . M„ — V,. 
Differentiating with respect to Zi, 

dVi _ dVj _ __ dv^ / •. 

dZt dZi dZi 

Substituting these values in Equa. [147], we obtain 

^ W + ^ W + ■ ■ ■ + F W = o. (A) 

But m this special case (Art. 195), 

i^ +%+■■■+ 0, - o. (c) 

Hence, if both Equa. (fr) and (c) are true, F must signify mul- 
tiphcation by a constant; that is, 

F (i.) = CO. [148] 

Substituting in Equa. [146] and [145], 

f (p) dz dz 

Integrating both members, 

log/(f)=in^+c'. 
Therefore /(o) = <!<*"H:0 

Substitutii^ this in the equation of the curve of error (y=/ (v)), 
we have 
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In reality y decreases as v increases; the exponent of e is there- 
fore negative, and, since the constants may be combined, we have 

y ■- fa-~, [1491 

in which A* and k are constants depending upon the character of 
the observations. This equation expresses the law in accordance 
with which the residuals must be distributed in order to give a 
maximum value of P. If we replace u by x, the equation also 
shows the law governing the distribution of the actual errors. 

It is important to note that the law governing the distribution 
of accidental errors holds true in the long run; in order to have a 
close agreement of the theory with the results actually observed 
it is essential that the number of observations should be very 
large. With a limited number of observations we should expect 
that the residuals would follow the law only approximately. 

198. Computation of Most Probable Value. 

From Equa. [143I we have seen that 
■'' = / K) X / (ni) . . . X / (0,) (dv)' = a maximum. [150] 

Applying Equa. [149], this becomes 

P = ^ne-*" (*"'+'^ ■ ■ ■ V) ((ij,y = a maximum. [151] 

It is evident that P is & maximum when " 

Vi' +"p2* + ■ ■ - »,^ = a minimum, [152] 

that is, when the sirni of the squares of the residuals has its least 
value. 

Equa. [147] express the conditions necessary to make P a 
maximum or to make the sum of the squares of the residuals a 
minimiun. Since the function F means multiplication by a con- 
stant, Equa. [147] become 

h~ + Vi-~ + ■ ■ ■ v„—^ ■ 

IiS3l 
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These equations are equal in number to the number, q, of un- 
known quantities, and their simultaneous solution gives the most 
probable values of the unknown quantities. They are usually 
called Normal Equations. 

199. Weighted Obsenratioiis. 

If the observations are of difEerent weights, each observation 
equation should be used (Art. 196) the number of times denoted 
by its weight. Hence, jn forming the normal equations we 
should multiply each observation equation by the coefficient of 
the unknown and by the weight of the equation. The normal 
equations in this case are as follows: 



Pi^ - — r Pi^ 7- + ■ 

aZi dZi 



[lS4l 



This same result will be obtained if we first multiply each ob- 
servation equation by the square root of its weight. This shows 
that multiplying a set of equations by the square roots of their 
weights reduces them all to observations of weight unity (equal 
weights). 

300. Relation between h and p. 

If the « observations have weights pi, pt, ■ ■ ■ , and the con- 
stant his hi, hi, . . . for these observations, then 
p = kie-"-"^' . kie-'^ . . . 

-kikt . . . i.e-f*-'^*^ ■ ■ ■ >(di>)-, [155] 

and AiW + h^v^ -|- ■ ■ ■ is to be a minimimi. [156] 

The conditions for this 






[tS7] 
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Equas. [154] and [157] express the same conditions. 
Hence pi : p2 : . . . = V : V : - ■ ■ . 



[158] 



showing that the we^t of an observation varies as the square of 
the constant k for the observation. Consequently the more 
accurate the observation the greater the value of k. 

Examplt. As an iUustiation of the maimer of applying these equations to the 
computation of the most probable values of the unknowns, suppose that at a tri- 
angulation station O (Fig. Ill), the angles have been measiued as shown. 

Denoting the most probable values of these 
angles by zi, Z|, and zi, the 
given by the foUowing equations; 



It = 40 SO 1 

ti = 4i to 19 .7, 

Bl + II " 72 OO 26 

El +2| +^ = 114 10 46 

zi + U = 83 00 30 




Denoting by Vi, Vi, etc., the residuals of the 
different measurements, these may be writtrai 



83 



) 46 .0 - «,, 
J 30 .2 = m, 



which are called obsenation equatiims. 

If we apply equations (153), differentiating 
eadi * with respect to the three unknown quantities in succession, we obtain the 

normal equaliom. 







3«. + 2a-l- 


U 


- il?" 


2.' 29' 


.0 — 






3«I+4«.+ 


tti 


-310 


01 52 


.2 - 






El + 2 ft + 


3a 


- 239 


21 35 


■9 = 


Solving 


these 


simultaneously, we obtain 










», = 


31° 


to' 16' 


■45. 








ft- 


40 


50 09 


■875. 








ft- 


42 


10 19 


.90. 





It probable values of the angles. 
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361. Fomutloii of the Normal Equations. 

It should be observed that since the observation equations are 
linear in this case, the differential coefficients are equal to the 
numerical coefficients. Hence, to form the normal equations we 
may proceed as follows: For eack unknown, form a normal equation 
by multiplying eack observation equation by the numerical coefficient 
of the unknown in that equation, adding these results and placing the 
sum equal to zero. This rule is simply a statement in words of 
what is expressed in Formula [153] as applied to linear equations. 
If the observations are of different weights, the only change in 
the above rule is that each observation equation is multipUed 
by its weight as well as by the coefficient of the unknown. 

In regard to the observation equations it should be understood 
that they are not Uke ordinary equations. They are often 
written, however, with zero in place of the v in the right hand 
member. Observation equations cannot be multiplied by any 
number or combined with each other (except when forming nor- 
mal equations) ; for if this is done, the weight of the observation is 
thereby changed. 

202. Solution by Means of Corrections. 

If the indqiendent terms * in the observation equations are 
large, it will often save labor in the calculations if we place the 
unknown quantity Zt equal to an approximate value Mi plus a 
correction Zi, Zi = Af ^ + Za, etc. Substituting these values in the 
original observation equations, we obtain a new set of equations 
in terms of the corrections and in which the independent terms 
will be small. By forming normal equations and solving as be- 
fore, we find the most probable values of the corrections. Adding 
these corrections to the approximate values, we find the most 
probable values of the imknown quantities themselves, 

* The independent teim in any equation is that tenn which docs not contain 
any of the unknowns. 
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Examfie. In the example just solved, suppose we assume for the approximate 
values the results of the direct measuiements, and let zi, zt, etc., represent the most 
probable corrections. Then the observation equations become 









-<>, 






El 


-o, 






ei + E, + i". 


s-o. 




«.+ 


J. + I1+0 . 


-o. 






Bi + l»-o . 


= 0. 


Forming 


the normal equations 


as before, we 


have 




3h + 


iZ,+ Il + 


".^ - 




2Il + 


4ft+aa+ 


,3 — 




Z1 + 


:l!!l + 3a + 




The soluUo 


n of these equations gives 





which, added to the values observed directly, pve the same results as before. 

303. Conditioned Observations. 

If the quantities sought are not independent of each other, but 
are subject to certain conditions, the solution must be modified 
accordingly. Each observation gives rise to an observation 
equation, and each condition may be expressed by a condition 
equation. The solution may be effected by eliminating, between 
the two sets of equations, as many unknowns as there are equa- 
tions of condition. From the remaining equations we may form 
the normal equations and solve for the most probable values of 
the unknowns. Substituting these values back in the original 
condition equations, we obtain the remaining unknowns. 

Example. The three angles of a triangle are -4 — 61° 07' S2".oo, B — 76° 50'- 
54".oo, and C = 42''oi' ij".is. The spherical excess is o2".ii. The weights 
aligned to the measured angles are 3, 2, and 2, respectively. These angles are 
subject to the fixed relation A +B + C ^ 180° 00' o5".ii. 

Letting t>i, Vj, ti be the most probable corrections to the observed values, the 
observation equations are 

V| — tP|, wt, 3 



and the condition equation is 

«i + tPi + », - 3".g6 = 
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"RliiHiriaring i^^ ihcTC rcnuun 

Bl — Bl, Wt. 3 

1>f TH, " » 

m — — Bi — m + 3"^ " a 
Fonning the nonnal equations aod solving, 
ti - +o".99, 
t* - +1 ^s- 
Substituting these values in equation (d), 

n - +i"^5. 
These conections, added to the measured angles, give the adjusted angles, as 
fcdlows: 

A -61° 07' 5*"^, 
B - 76 JO SS -48. 
C - 41 01 13 64- 
Notice that the discrepancy is distributed inversdy as the weights. This will 
always be the case when each unknown is directly observed, and theie is but one 
equation of condition; that is, the correction to the first is 
* 
* + l + i 
and the ooirecUon to the second fs 

The correction to the third is the same as the coirection to the second. 

304. Adjustment of Triangulation. 

The adjustment of the aisles of a triangulation net naturally 
divides itself into two parts: (i) the adjustment for the dis- 
crepancies arising at each station, and (2) the adjustment of 
the figure as a whole. According to theory these should all be 
adjusted simultaneously in order to obtain the most probable 
values of the angles. The usual practice, however, is to deal 
with the two separately. The local, or station, adjustment is 
made first if the method of observit^ is such that a local adjust- 
ment is required. If the observations are made in accordance 
with the program given in Art. 44 (sec. 2, Coast Survey in- 
structions), no station adjustment is necessary. If the £ingles are 
measured by the repetition method and the horizon is closed, the 
error is distributed in inverse proportion to the weights (see 
Art. 203). If there are conditions existing among the angles, 
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due to measuring sums of the different angle angles, the adjust- 
ment may be effected by expressing these as condition equations 
and then forming normal equations and solving, as in the ex- 
ample, p. 294. 

This method of making the local adjustment first is justified, 
not only on the ground of saving labor, but also because of the 
well-known fact that the most serious errors are those due to 
eccentricity of signal and instrument, phase of signal, refraction, 
etc., which do not appear to any lai^e extent in the local ad- 
justment but which do appear in the figure adjustment. If 
we compute the precision of angles from the discrepancies noted 
at each station, and then estimate from these values the error 
of closure to be expected in the triangle, we find that these are 
smaller than the errors of closure actually occurring, showing 
the presence of constant errors, which do not appear in the 
local adjustment. 

205. Conditions in a Triai^ulatioa. 

The geometric conditions connectii^ the angles in a net are 
of two classes: (i) those which express the relation among the 
angles of a triangle or other figure, and (2) those which express 
the relation existing among the sides of the figure. If we plot, 
for example, a quadrilateral figure, starting from one ^de as 
fixed, we shall find that if the sum of the angles in three of the 
triangles equals their theoretical sums, all sums in the other 
triangles will also (necessarily) equal their theoretical amounts, 
namely, 180° + c". This shows that of all the possiWe angle 
equations which might be written for this %ure only three are 
really independent. 

In order to determine the number of angle equations in any 
net, let s be the total number of stations, s^ the number of 
stations not occupied, / the total number of lines in the figure, 
and h the number of lines sighted over in one direction only; 
then the number of angle equations in the figure is 

l-h-s + s^ + i. [159] 
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In a triangle it is necessary that all stations should be occu- 
pied and that all lines should be sighted over in both directions, 
in order to have one angle equation, that is, 

l-s + i=i-i + i~i. 

If a new station is added, it must be occupied and the two lines 
sighted over in both directions, in order to yield a new angle 
equation* If this is done, the quantity / — s is increased by 
2 — 1 = 1. If a line is drawn between two stations already 
located, I is increased by i and there is a new angle equation 
corresponding. For each new line aghted in one direction 
only, I is increased by i and Ii is increased by i , so that the total 
is unchanged. 

The number of side equations m a net may be estimated as 
f«Hows: Starting with one line as fixed, it is evidently neces- 
sary to have two more sides in order to fix a third point. Hence, 
in order to plot a figure, we must have at least 2 (i — 2) lines 
in addition to the base, that is, 2 s — 3 lines in all. Any addi- 
tional lines used must conform to those already used, in order 
to give a perfect figure; hence the number of conditions giving 
rise to side equations will equal the number of superfluous lines, 
that is, / — 2 s + 3, where I is the total number of lines and s 
is the number of stations. It should be observed that while 
the side equation is primarily a relation among the sides, it is 
also a relation among the sines of the angles, and this fact en- 
ables us to adjust the figure by altering the aisles. 

206. Adjustment of a Quadrilateral. 

For any quadrilateral figure in which all of the (eight) angles 
have been measured there may be found three equations which 
express the condition that the triangles must all "close." There 
are more than three equations which may be formed; but if 
any three of these equations are satisfied, the others necessarily 
follow and hence are not independent. There will also be one 
side equation expressing the condition that the length of a ^de 
(,AB)f when computed from the opposite side {CD), is exactly 
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the same, no matter which pair of triangles is employed in the 
computation. 

In selecting the three-angle eqimtions we may take any three 
triangles and write an equation for each expressing the con- 
dition that the sum of the three angles equals 180° -|- c". It 
is advantageous in this case to avoid triangles having small 
angles. In selecting the ade equation it is well, however, to 
select one involving small angles, so as to give large coefficients 
of the corrections. If the angle equations were, also chosen so 
as to involve the small angles, the solution would be likely to 
prove unstable, on account of the equality of some of the 
coefficients. 




A convenient method of writing a side equation is to select 
some point, called the pole, and write the three directions from 
it to the other stations in the order of azimuths. For example, 
taking the pole at A, Fig. 113, write first 

AB-AD-AC. 
Then from this write the ratios 

AB AD AC 

ad'ac'ab' 

the method of forming which is evident. If we now replace 
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each line by the sine of the ai^e oppo^te to it in the triangle 
which is indicated by the fraction, and place the whole equal 
to unity, we have 

^ADB .. sin^CD .. sin^JC 



srABD wiADC siaACB 



[160] 



It may be shown, by solving the different triangles and elimi- 
nating the sides, that this equation expresses the condition that 
the length of AB as computed from CD is the same no matter 
which route is followed in the computation. 

Problem. Prove by a direct solutioa of the trian^es in Ilg. iii tliat Equation 
[160] is tn^. 

De^gnating the angles by means of the numbers shown in 
Fig. 113, the equation becomes 

sin 2 sin (4 + 5) sin 8 _ ,. , , 

sin (i + 8) sin 3 sin 5 

Before this equation can be used, however, it is practically 
necessary to reduce it to linear form, since an application of 
Equa. [153] to any but linear equations would be complicated. 

Suppose our equation to be put in the general form 

sm(3fi+tr0 sin (Jf 3 + i>z) _ r , , 

sin (Mj + t>j) sin (3/4 + 04) ' ' ' ' ^ ^ 

in which the angle is written as an approximate value M plus a 
small correction v. Taking logs of both members and then 
applying Taylor's theorem, we have, neglecting squares and 
higher powers, 



-nogsinJl/i + — {logsin3fj)ij+ ■ - -1=0. [163] 
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table of log sines, the correction v being in seconds. Hence, 



+ logsinA/i — logsinAfz + ■ ■ =0. [164] 

The algebraic sum of the log sines represents the amount by 
which they fail to satisfy the condition equation. Fladng this 
sum equal to I, the side equation given above becomes 



ExamfU. Let us 8U[^>03e tlut the measured uigles ue (Hg. 113), 



[■6sl 



These angles aie supposed to have been adjusted for local conditions. 

To form the angle equations, take the triangles ABD, ADC, and ABC for lAidi 
the values of the spherical excess are i".36, i".77 and i".o3, lespectivefy. The 
computatioD b shown m tabular fonu as foUows: 

1 + 8 9i°04'S9".io 

» 38 a8 34 .90 
49 '6 Ji .85 



hi 






1« 




■M 


l8 




iQ 








2() 


14 33 


70 






49 






30 


S7 


07 



lis 


59 55 
00 01 


% 


38- 
71 


+S 
>5 45 


.5. 

,00 


180 
iSo 


00 03 
00 01 


-30 
.77 



-I .53 

39° 14' 33".8s 
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oi".36, 



Tliis gives for the three angle equations 

(1 + 8) + 3 + 7- '80' »' 
3 + (4 + S) + 6 - '80 00 
S + 6 + 7 + B -iSooo 



■77. 



or, written as corrections, 

n-M + ^ + T-5-51 -Oi 
ft + i'H« + tii + i.S3 - o, 

ft + »l + »I+»«- OJ3I - o. 

To form the side equation, take the pole at A. Then we have 
AB AD AC 
ad' AC' AB' 
giving 

sin t an (4 + s) ring 
sin(i + 8)* Bm3 'sins""' 

log sin J+log an {4+5)+log sin 8-log sin (i+8)-log dn 3-log an 5 -o. 

The computation of the constant term of this equation is given in the EoUowing 
table. The log abes of those angles appearing in the numerator, together with 
their diS. for i" (in units of the 6th place ol dedmals) are placed in the left-hand 
column, and those u the denominator are placed in the right-hand columo. The 
It { b the difference in the sums of the log ^nes. 



' Angle. 


lo.B«(-H). 


Diff. I". 


Anale. 


loetineC-). 


Diff. I". 


*+i 


9.7939342 
9-9763501 


+ 3.6S 
+0.71 
+3 -SI 


1+8 
3 

5 


9.9997129 


-0.08 

+1.66 
+3-76 


9.4815073 


9.481S099 
-27 



Therefore 1= -a.7. 

The ude equation becomes 

3.6Si^ + o.7«»Wi + 3SJ»» + 0-o8pi-m- a.66r, - 3.76F, - a.7 = o. 
Since tlie observations are direct, all of die observation equations take the form 



The dght observation equations and the four condition equations a 
mtten, and we are ready to adjust the quadrilateral. 
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307. Solution by Direct Eluninatioii. 

If we select for the four independent unknowns Vt, Vt, Pi, and 
tig, and express the four conditions in terms of these, we have 
i^^ = 3-015*^ - 5-28ao» -4-751'^ + 6-6091% + 0.2351, 

Di = Ha, 

n = ^, 

ntw 4-015 Ps + 4.38a Vt + 5-751 ^ ~ 5-6o9t^ + 3.725, 

"» = Pi. 

t», = +4.0151^ - S.283DJ- 5.751 1^ + 5.6091%- 5.255, 

IV = -4.oi5tii + 5.282»» + 4-75i"»-6.6o9t>g + 5.275, 



From these we form the follomng normal equations (Art 
i98,Equa. [153]): 



- 


>>■ 


^. 


ff 


Contt. 


+58.450 

-75-534 
-79.J81 
+91.501 


- 7S.S34 
+ 103.036 
+105 '93 
-"3-474 


- 79. S8. 
+105-193 


+ 91 -SOT 

-"3-474 
-"7. 388 
+151.383 


-56.537 
+70.339 



The simultaneous solution of these equations will give the 
most probable values of the corrections. 
208. Gauss's Method of Substitution. 

In solving a large number of equations simultaneously it is 
convenient to use some definite system of eliminating the un- 
knowns, in order to avoid labor and the danger of mistakes. 
Let us suppose that the observation equations are of the form 
aix+biy+ ciz + li = Ui, 
<hx + biy + C3S + k = ^, 



and that the normal equations are represented by 

[aa] X + [ab] y + [ac]z + [al] - o, I 

[ab] X + \bh\ y + [bc\ z + [6/] - o, j 



[166] 
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in which the brackets indicate the sum 01 all the terms found 
by multiplying the numerical coefficients according to the rule 
on p. 293. 

li the first nonnal equation be divided by [aa] and solved 
for X, the result is 

[oaf M' [«o] 
Substituting this in the second equation, we have 

([»l-gMl),+(lM-gMl).+(M-gM)-o.[.67l 

This is usually abbreviated 

[bb.i\y+[bc.i]z + [bl • i] = o. [168] 

Substituting this in the third equation, we have 

[bc-i]y + [cc-j]z + [d . i] = o. [169I 

These two equations, [168] and [169], are called the "first 
reduced normal equations." 
Solving (168] for y, 

= _ [ftcjil [bl-i] . ■ 
y [bb.i]' [bb.t]' 

whence [cc • 2] z + [d • 2] = o, [170] 

in which [cc • 2] - [cc • i] — ■, -- — I [6c • 1] 

[bb • i] 

and [c/-2] = [d.i]-|^l[W.i]. 

The solution of [170] gives the value of z. By substituting 
this in [168] and [169] the value of y may be found. Finally, 
from [166] the value of x may be found. 

An inspection of [166] will show that all coefficients below and 
to the left of a diagonal drawn from the x term of the first equation 
to the 2 term of the third equation are duplicates of the others. 
These may be omitted in writing the equations. 
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Solving the equations in Art. ao?, p. 303, by the method of 

substitution just described, we obtain the following results: 

Vi = +1.80, 

vt = -0.19, 

Vt = —0,07, 

Pg -= -0.75. 
Substituting these values in the condition equations, p. 301, 
we find for the remaining unknowns, 
»i+8 = +2.05, 
vj = +1.67, 

l>444 = -0.51, 
t» = -0.83. 

The final a: 



jes are aa follows: 




I. 6i'o7's4"8«' 


J. 38 '8 36 


70 


3. 38 " .8 


91 


4. 4a 01 " 


''i 


5. 29 14 3» 


78 


6. 70 31 s8 


37 


7- 49 »6 33 


JS 


8. 30 57 06 


35 



The above is an exan^le of a rather unstable solution of normal 
equations. It requires a relatively large number of significant 
figures to give the corrections to two places of dedmals. 

309. Checks on the Solution. 

In practice it would not be advisable to proceed in the solution 
of a large number of equations without some safeguard against 
mistakes of computation. A valuable check consists in adding 
to the normal equations an extra term which is merely the sum 
of all the coefficients of Vi, Vi, etc., and treating this term like any 
other term of the equation. This is illustrated later in the 
example on p. 313. 

310. Method of Correlatives. 

When there are many condition equations, the method of sub- 
stitution is likely to prove laborious. If, as is usually the case 
in tiiangulation, the observations are direct and equal in number 
to the number of unknowns, the "Method of Correlatives " will 
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be found preferable. By this method we eliminate one unknown 
for each condition equation, employing for this purpose the 
method of undetermined multipliers. 

Suppose that we have made m direct observations, Mt, Mi, ..., 
Af„, of m different quantities, of which the most probable values 
are 

zi = 3/1 + ]>i, Zi == M,+Vi, . . . , z„ = M„ + v„. 
Let these m unknowns be connected by the following » con- 
ditions equations: 

Oi»i + fljDi . . . a„v„ +'1=0, I 

biVi + biVi . . . M« +k =' o, I J171] 



the a's being the coefficients in the first equation, the b's those of 
the second, etc. The quantities h, k, etc., represent the amounts 
by which the observations faU to satisfy the condition equations. 
If the original condition equations are not Unear in form, they 
must be made so by a method similar to that given on p. 399. 

Since the most probable values of the o's are to be found, we 
must have 

v^ + vi^ + ■ ■ • = a minimum, [172] 

or Vidvi +Vidv2 + ■ ■ ■ = o [172I 

for all pos^ble values of dvi, dvi, etc. 
Hence it must hold true for the equations 

aidik + <hdvi+ ■ • ■ =0, I173] 

bidvi + bidvi + ■ ■ ■ = o, 



obtained by differentiating [171]. The number of these equa- 
tions is M, The number of terms in [172] is ttt, m being greater 
than n. Let the first equation in [173] be multiplied by ki, the 
second by kj, etc., and Equa. [172] by — i. The products are 
then added, giving 
(«i*i + 61*1 + ■ ■ ■ -Vi) dvi 

+ i<hh + fiifts + ■ ■ • -Vi)di)i+ ■ ■ • =0. [174] 
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The k's are to be so detennined that this equation will hoid true. 
This equation will be satisfied if the coefficient of each differential 
in it is placed equal to zero, that is, if 

feifli + kJ>i+ ■ ■ kJl- Vl,\ r , 



Substituting these values of vi, v^, etc., from Equa. [ijs] in 
Equa. [171I, we obtain 

*i [aa] + fe [ab\ + - . . k^[al] + h ^ o,\ , , 

*i [ab] + fe [bb] + ■ ■ ■ k,[bl]+h=o,l ^ ' ' 



llie solution of these equations gives the values of ^1, hi, kg, 
etc., which are the correlatives of the condition equations. By 
substituting these values in Equa. [176] the n's are found. Since 
the form of Equa. [176] is the same as that of normal equations, 
it is evident that they may be solved by the method of substitu- 
tion. 

In case the observations are of different weight, the minimum 
equation would be 

Pi^^ + PiV^ -f . . . p^v^ = a minimum, [177] 

and the other equations would be modified accordingly. 

Example. As an illustration of the method of correlatives we will use the same 
quadrilateral that was adjusted by the method of direct elimination. The obser- 
vation equations are eight in number and all of the fonn 



The four amdition equations are 

I »I-M + * + »i — S-S' " «i 
Angle equations -( »> + »*+* + P(+ 1.53 =0, 

l»i-|-»t + ft + ft- O.OJ - o. 

Sde equation, 

a.6si>i + o.72iVH + 3-S"^ + »<'8»i+«— 2.66n — 3,76»t— 3,70 — 0, 
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The coeffidenU of the omecUoos are then tabulated ts follom: 



»- 


<■ 


*. 


.. 


i. 




+1 








t^ 


+1 






+».65 


I^ 






+1 




1^ 








-a. 66 


>■*+* 
















+1 










+1 


-3.76 


I^l 








+3. SI 



Substituting these in the angle equations, 

{i + 8) - +3.058 - 0.094 X 0.08 = ^ 
3 - +3.058 - 0.094 X a.65 - -i 
7 - +2.058 - 0406 - 4 



0-84 

1-53 Chedc 



- -Q.4064 - 3.76 X -OJ394 = -0.0s 
= -«-43S - °V^ - -0.84 

- +3.058-4.06 - +1.6$ 

- 0.406 + 3.51 X -0.094 - - 



+0.01 Cheti 



The coefficients of the correlative Equa. [176] are tabulated as 
follows: 





- 


ti. 


at. 


dt. 


u. 


te. 


M. 


„. 


ci 


M. 


V, 

V, 


+1 
+1 

+1 




+ ■ 


+0.08 

+».65 


+1 


+ ■ 


-1,66 
+0.7= 


+1 

+' 
+1 
+1 


-3.76 
+,1.Si 


0.0064 
7.0335 

7.0756 
0.5184 

14.1376 


Sum 


+3 




+ ■ 


+=.73 


+3 


^- 


-i.M 


+4 


-0.35 


+41.0806 
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The correlative equations are therefore 

I. 3 *i + o + *« + *-73 *t - S-Si - o 

n. o + 3 *. + ».- 1.94 *. + r.S3 - o 

m. fc + t, + 4t.-o.is*.-o.M -o 

IV. +2.73 h-i.94tt- 0.1s h + 41-0806 4,-2.7 - o 

ITie solution of these equations gives for the correlatives, 
ki - +a.os8, 
fe - -0.435, 
i( — —0406, 
i, = -0.094. 

Applying these equations to the measured angles, we obtain 
the final angles. 



) Check 



(i + 8) 91 04' 59 .10 + a' .05 

a 38 38 34 .90 + I .81 
7 49 s6 31 .8s + I .6s 



3 38' aa' i9",io — o".i9 i8"j)i 

(4 + S) 71 '5 45 -oo - o .so 44 .50 

6 , 70 31 S9 .20 - o .84 S8 36 

00 .00 Cbec^ 



J" .05 32-.80 

> .84 s8 .36 

I .6s 23 SO 

s .74 . 06 .36 



The check of the side equations is as follows: 

a.6sX 1.81- 4.80 -0.08 X 3.0s = ~o.i6 

0.73 X — o-so = —0.36 +3.66 X —0.19 - —0.49 

3.S1 X -0.74 - -2.60 +3.76 X -0.0s = -0.30 

+1.84 -o3s 



(Should equal a. 70.} 
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309 




If the sums of the log suies are again computed (see p. 301), 
using the corrected seconds, they will be found to equal 9.4S1 5090 
for both columns. 

311. Method of Directions. 

The method of correcting the directions instead of the angles is 
particularly applicable when the measurements have been taken 
by the method of directions, Art. 43. In the United States 
Coast Survey office it is the usual practice to employ this method 
of adjusting, whether the observa- 
tions were made by the direction 
method or by the method of repe- 
tition. 

In the quadrilateral adjusted in 
Arts. 208-210, let us denote the 
directions by the numbers i to i a 
(Fig. 114) and the corrections to 
those (Erections by the same niun- 
bers, (1), (2), etc., enclosed m 
parentheses. Each angle is ex- 
pressed as the difference of two directions; that is, the angle 
— 4 + 5 means the angle between the directions marked 4 and 5. 
The four condition equations are the same as before except as 
to the change in notation. 

f-(4)+(5)-(i)+(3)-(")+(")-S-5i=o- 

Angle Equations -(5)+(6)-{7)+(9)-(io) + C")+i-53 = O- 

l-W+(3)-{7)+(8)- (4)+ (6)-o.o2 =0. 

Side equation, 

-S.31 (11) + 2.6s (la) + 3.04 (7) + 0.72 (9) - 3.51 (2) 
■ + 3-59 (3) - 008 (i) + 2-66 (10) - 3.76 (8> - 2.7 = o. 

If CD were a hxed Une obtained by a previous adjustment, the 
corrections (9) and (10) would be omitted. The angle equations 
could be simplified in this case by selecting two equations which 
involve angles dependii^ upon those two directions. 



Fig. 114. 
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, The first table for the coefficients of the corrections is given 
below. 



Diwtion. 


- 


J. 




- 


I 


-^ 






+0.08 
-3 SI 


3 


+1 




+1 


+3 -59 


4 










s 


+1 




+1 




6 




+1 






7 








-r3-04 


8 






+1 


-376 


9 




+1 




+J.66 






+1 




V.% 


" 


+1 







The remainder of the work, that is, the calculation of co- 
efficients ^aa, ^ah, etc., and the solution of the numerical equa- 
tions, is carried out as in the preceding example (Art. 210). The 
solution of the normal equations gives the corrections to the 
directions. The correction to any angle is the difference of the 
corrections to the directions of its sides. 




312. Adjusting New Triangulation to Points already Adjusted. 

In the quadrilateral shown in Fig. 115 the triangle BDE is sup- 
posed to have been previously adjusted. Point C is determined 
by the directions i, 2, and 3 in connection with the directions 
along the sides of the fixed triangle, and also by directions 4, 5, 
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and 6. The directions to be found are i, 2, 3, 4, 5, and 6. The 
directions as taken from the field-notes are as follows: 



Ffuiit liahted. 


DiiBctioo after local 
sdiMrtment. 


C(imct»d wcoodi. 


1 


D 
B 

E 


laj 49 34-97 
M7 5» 33. SO 




k\D j 


A 
C 
E 
B 


00 00.00 

296 S7 55-83 
311 11 14.48 

258 37 57-39 


00.67 


1 


D 
C 
B 


00 00.00 
13 38 i7-54 
8. rf 43-98 


01. 3» 
43-05 


1 


F 
E 
C 
D 


113 33 11.39 

ISO 38 41-62 
168 19 .4-8. 


01.06 
12.56 

IS -48 



In taking directions from this table, the corrected seconds 
should be used whenever an adjustment has been made. 

The number of angle equations in the figure is V^—[s + i, or 
6 — 4 + 1=3. The number of side equations is / — a j + 3, 
or 6 — 8+3=1. Since, however, the exterior triangle is 
already adjusted, there will be but two angle equations needed 
in the adjustment. For these two angle equations take the 
triangles DCE and BEC; 

then -(a) + (i) - (3) + (/) - (6) + (4) = o 

and - (i) + (b) - (s) + (6) - (c) + (2) - o. 
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But since Uie exterior lines are not to be changed, (a), (/), 
(6), and (c) are all zero. 

The absolute tenns in the angle equations are found as fol- 
lows: 



^m 


13' 38' 36' 
14 14 '6 
153 07 26 


.86 

.SO 




180 00 09 
iSo 00 00 


■58 


~(0 + (*) 


-09 

67" 59' -5' 
84 03 08 
iS 06 29 


.50 

■5' 
■S3 
.06 




'79 59 S3 


.10 



-K"-98 

For the side equation take the pole at C. 

siD(-(2)+(d)) sin(-(i) + (fc)) sin(-(3) + (n) _ ^ 
sin(-W + (3)) 'sin {-{c) + (2)) 'sin (-(a) + (i)) 

Tabulating the log sines, 

loi •«!(+) aa.x- 

~(2) + (d) 17" 40' 33" .86 9.483351' +66.' 

-U) + (6) 67 so IS -SI 9.9666666 + 8.6 

-(3) + (0 '4 '4 16 .86 9.3908478 +83.0 

8.839866s 

log sine-) 
-W + (3) 38° 29' s8"-6s 9.7941460 +J6.S 
— (<;) + (j) z8 06 29 .06 9.6731464 +39-S 
-(a) + (i) 13 38 36 .22 9.3716010 +86.7 
8.8398934 
866s . 
constant •■ —169 

The ^de equation is therefore 

+6.61 X - (2) + 0.86 X - (i) + 8.30 X - (3) 

- 2.6s X (3) - 3.9s X (2) - 8.67 X (i) - 26.9 - o. 

Carrying out the same process as outlined in Art. 210, we have 
the following: 
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TABLE OF COEFPIClfeNTS. 



Di™. 


•■ 


b. 


•■ 


Sum. 


«. 


oA. 


.. 


„. 


W. 


fa. 


fa. 


-■ 


"■ 




+1 
+1 


+1 
+1 


-».S6 
-I0.9S 


~9-» 

-11. M 
+ 1 


+1 

+1 
+1 

+1 


■ 


+I0.9S 


- 9-J3 


+1 
+1 

+1 
+" 


+ 9SJ 
-1056 


+9-J3 
-9.J6 

+1 


90.8119 
II1,SI36 
119.90M 


9a.Sj09 
130.853! 


Total.... 










+4 




+1.4a 


+3.4» 


+4 


-1. 03 


+0.97 


3U.137D 


3».fim 



From these sums we derive the correlative equations. 
CORRELATIVE EQUATIONS 



N-b.. 


K 


*» 


it» 


Court. 


CbKk. 


Sum. 


3 


+4 


+4 


+ 1.4* 
- 1.03 

+331.34 


-36.9 


fit 

+ 29s 73 


+ 3-4* 
+ 0-97 
+3^3.63 



It should be observed that the "constant " terms are taken 
directly from the condition equations. The "sum " term con- 
tains the sum of the coefl&dents of the k's. The "check" 
term is the algebraic sum of the constant and sum terms: The 
solution is given in detail in the following table: The different 
operations are indicated in the left-hand column. The factors 
by which the equations are multiplied are in the right-hand 
column. 



IX ~ 

4 


-1-4 


-1.03 

-1-0.71 


-6.98 
-f-4.78 


+6.49 


Factor 

+ \ 


II 


+3 


-0.33 


-3. 30 


-1-0.48 




3 

IX -i^ 
iix-si 


-1-333.34 

- 0.50 

- 0.03 


-36.9 

- 3-39 

- 0.24 


-Hags -73 
- 4.61 

+ o-os 


-0.3SS 


III 


-1-3". 71 


-30.53 


-(-391.17 
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The preceding table is an abbreviated fonn of the method of 
substitution explained in Art. 208. 
The correlatives are found as follows: 





I- 


II.- 


III. 




Ckrnst. 


+9 S6 


-..20 


-3053 


«.-^„--H."9« 


h 


+OI3S 


-0.03 






h 


-,.487 


-J.J30 




fti 


+8.ao8 









Calculating the corrections for the correlatives, 





■■ 


3- 


3. 


*■ 


s. 


6. 


i. 


-0.743 
-3.699 


+0-743 


+a.osi 


-1.052 


-0-743 


+2.053 
+0.743 

+ ».79S 


-0.161 


+1.013 


-3.051 


-0.743 



Applying these corrections to the directions, we have the 
final adjusted values 



Dir. No. 




Cofrtctkm. 




4 
3 


IZ3 49 14.97 
207 SI 33 -SO 

13 38 37.54 
150 38 41 ei 
396 57 55.83 


-2.0s 

-0.74 
+ 2.80 

-3.70 
-0.36 
+1.01 


57-95 
34-23 
36.30 

33-84 
41-36 
56.84 



313. The Precision Measures. 

Referring to the equation of the curve of error, Art. 197, 

y = ke->^, [149] 
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we see tliat there are two constants to be determined for any 
particular set of observations. These two constants are not 
independent, however, as will be shown. The total area be- 
tween the curve and the X axis was taken equal to unity; there- 
fore 

or . *J^e-*^(fcc = i, 

from which C e"**^ hdx = ~ 

Jo 2* ■ 

In order to integrate this expression let / = Air and dt - hdx. 
Then f e-'di^ T e"'^ h dx. 

Multiplyit^ this equation by . 

r €'"61= r e-'^dk, 
we have 

2 Jo I + XT 2L Jo 4 

Therefore / «-" dt = —^ 

Jo 2 

VZ h 
and — = — r> 

22k 

or k = -^, Ml 

Vt 

which shows the relation between the two constants. 
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The equation of the curve of error may now be written 
k 



--"' [179I 



314. The Average Error. 

The average error (ij) is the arithmetical mean of the errors, 
all taken with the same sign. To derive an expres^on for the 
average error, we see from equation (142) that/(a:)da; is the 
probability that an observation will fall between the limits x 
and X + dx; that is, it represents the proportion of all the errors 
that will probably fall within these limits. Hence, if » observa- 
tions are made, the number in this strip will henf (x) dx. The 
sum of all the observations will be 



nj^jf{x)dx, 
n j _xj{x)dx. 



The average error equals the sum of the errors divided by the 
number, that is, 

I) = 2 / xf(x)dx 

= -^7= r €-'■"'{- 2 l^x)dx 

hVvOa 

-TT- '*! 

A Va- 
215. The Mean Square Error. 

The mean square error (p) of an observation is the square 

root of the arithmetical mean of the squares of the errors. Since 

the number of errors between x and x+dx h nf{x)dx, the 

sum of the squares of these errors is 

n3^j{x)dx. 
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THE PROBABLE ERROR 
The sum of the squares of all the errors is 

' x'f{x)dx. 
h 



«£' 



Therefore 


lt~ 


^X.^ 


ifdx. 






» 


""' ^x>- 


*»<te. 


- " x: 


e~"', 


&=. 


h ' 




If we differentiate this with respect to 
variable, we obtain 


has 


tlie 


independent 


-. 


-£ 


e-*^«*dx=- 








(«) 


Substituting (e) in 


iM, 


I 








[iSi] 



2i6. The Probable Error. 

The probable error (r) of an observation is an error such that 
one half the errors of the series are greater than it and the other 
half are less than it; that is, the probability of making an 
error greater than r is just equal to the probability of making 
an error less than r . 

The probability that an error of an observation will fall be- 
tween the Hmits x and x + dx is f (x) dx. The probability 
that the error will fall between the limits +r and — r is given 
by 

P= C^j{x)dx = ^ r^e->^dx=-, 

by the definition. 
To integrate, let / = hx, and dt = kdx, 



Then - 

vV 



re-^di=-. 

Jo 2 

If we evaluate this integral for assumed values of kr and 
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then interpolate for the value of hr corresponding to ^, we 
find it to be 0.47694. 

Therefore r = 2:1^. [182] 

All the precision measures have now been expressed in terms 
of h, and it is evident that, 

f = 0.8453 V [183I 

= 0.6745 M. [184] 

The mean square error (n) is the largest, and the probable 
error (r) is the smallest, of the three predion measures. 

Any one of the three precision measures may be used to com- 
pare the relative accuracy of different series of observations, 
provided the different series are made under the same condi- 
tions, so as to be affected by the same constant errors. In 
Europe the mean square error has been used more than the 
probable error; in the United States the probable error is gen- 
erally employed. There are some advantages, however, in Jhe 
use of the average error (ij). Theoretically it is slightly less 
accurate than either of the others; but inasmuch as the quan- 
tity itself is an estimate of an uncertainty in measurement, 
. this objection is not a serious one. The value of ij lies between 
the values of n and r. The method of computing i) is simpler, 
as will be shown later, than the computation of either n or r. 

Since in Equa. [158] it was shown that p varies as i^, it follows 
that 

P'^^^^^^^'^i [185] 

that is, the weights of the different observations on a quantity 
vary inversely as the squares of the precision measures. 

If ft is the precision measure of a direct observation of wei^t 
I, and po is the precision measure of the mean, then since the 
weight of the mean is », the number of observations, 

« = -^- 0) 

v« 
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217. Computation of the Precision Measares. 
Direct Observatiotis of Equal Weight. To find it, the mean 
square error of an observation, suppose that we have » direct 
observations of equal weight made on a quantity Hf, and that 
the results are J/i, Mt, ■ ■ ■, and that Ma is the most probable 
value. Let the errors be *i,a^, . . . and the residuals ri,Pi, .... 
Then in this case the residuals are 

»i = Af 1 — Mit, 
iij = Afi — Afo- 



S. 



If M„ were the true value of M, the readuals would be the 
same as the true errors, and in that case 



.=v/S^. 



[1861 



But in any limited number of observations this is not suffi* 
dently exact. To obtain a more accurate e}q)ression, place 

Jfo + «6 - ^; 
then 

Xi. = Ml — {Mo + a%) =- »i — ai), 
Xi = Mi— (Ma + xa) =Vi—xt, 



Squaring, adding, and dividing by », 
Since ^v = o, Art. 195, this reduces to 

» M 

The real value of Xq is unknown ; it may be taken as approxi- 
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mately equal to the mean square error of Mq, which, from 
Equa. (/), is 

*^.= -^; I187I 

Vrt 

whence 1/? = 2:1— + 1 . 



Therefore ^ = y S^ . 



[18I 



To find rt(, the mean square error of the mean value, we have, 
by Equa. (J), 

From Equa. [184], 

/2^ (.901 



To find the average error {ii) of a single observation, we see that, 
from Equa. [188], 

n 
On the average the values of these residuals will be 

. /« — I 



Adding and dividing by n. 
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Therefore v - ■ , ^ : , I192] 

>/« (» - i) 

and »lo - — y* ■ - ' [^93] 

The probable error is sometimes computed from the average 
error in order to avoid computing the squares of the re^duab. 
From Equa. [183], 

v« (« - i) 



°-84S3 X' 



[■9Sl 



Evidently the mean error may also be computed from ij. 
318. ObseivationG of Unequal Weights. 
If the observations have imequal weights, let pi, Pt, etc., be 
the weights; then 

«-=—;=, W = -^, etc. 

By Art. 199, if each observation is multiplied by the square 
root of its weight, the observations are all reduced to weight 
unity. The residuals are therefore 

vi -v^i, Hi Vpi, etc. 

Applying Formulae, [188] to [195] to these residuals, we have 



-.\Jtpf.. 






[1961 
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I198I 
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f, - 0.674s J =-=" — - ■ I201I 

V 2,Pv- ■) 



2^ 

V»(»-i)' 



Vf I (» - i) 



I»2] 

[203] 
[204] 



r = 0.8453 f . [205] 

fi = 0.8453 m> [206J 

fo = 0.8453 v>- [207I 

319. Precision of Functions of the Observed Quantities. 

Suppose that a quantity M is defined by 

M = Mi+ Ml, 

where Mi and Afj are independent and are observed directly. 
Let the mean square error (m.s.e.) of Mt be m, and let that of 
M2 be in, the m.s.e. of the fimction M being denoted by Hf. If 
we suppose the errors in the determination of J/i to be Xj,', X\", 
«i"', . . . , and those of Afj to be x^, %%' , a^'", . . . , then the 
real errors of M, computed from the separate observations on M\ 
and 3/2, will be 

V ±.x4, «i" ±.x4' , ■ . . , 
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and ^^, (V± »!.')' + (».J +»>")'+■■■ 

But the X«iX^ tenns will cancel out, because in the long run ■ 
there will be as many + as — products jiJi of the same magni- 
tude. 
Therefore it,? = m* + tn*. [308] 

From Equas. [183] and [184I it is evident that 

V - n* + r,* [209] 

and V - m* + m*- [210] 

Let us suppose that tlie function is defined by 
M - aiMi, 
where oi is a constant; then the real errors of M will be 
flixi', aixi", oiXi", . - . , 

and 111? - ^■^' - = OiW, 

n 

or fir = oiiii. [211] 

By combining [208] with [211] it is dear that if 
M ■= OiMi + OiMi + (hMi + ■ ■ ■ , 
tlien I*/ = X'^V, [212] 

V = 2«V. [214] 

Suppose that the function is of the general form indicated by 

M =f{Mi,M2,M^, ). Of) 

Let Jlfi = Oi + mt, Afi = fli + ffij, etc., in which ai is a close 
approximation to Mi, o^ is a close approximation to J/j, and nti 
and Ph are small corrections such that their squares may be 
neglected. We may regard nti and ntj, etc., as containing the' 
real errors of Mi, M2, . . . , and m, Mi ■ ■ ■ may be considered 
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as the mean square errors of mi, rth, etc. Substituting in (g), 
we bave 

M =f(iaj+m),(.<h+m) . . . ). 
Expanding this function by Taylor's theorem and denoting 
/ (ai, aj, . . . ) by M', 

in which the tenns containing the squares and higher powers of 
Mil, wis, . . . have been omitted, tlien the m.s.e. of M is the 
same as the m.s.e. of the terms in (A). 
By Equa. [212], this is 



L Sfli J L Boi 

or, with sufficient accuracy. 



cient accuracy, 
Similarly, 

. It should be observed that in the preceding cases the unknowns 
are supposed to be independent of each other. If the quantities 
Ml, Mi, etc., are functions of the same variable, a different pro- 
cedure is necessary. 

Also, in case the unknowns are subject to any nimiber of con- 
ditions, the computation of the precision measure of any function 
must be so modified as to take into account the effect of these 
conditions. 

220. Indirect Observations. 

The computation of the precision of the adjusted values in the 
case of indirect observations is more complicated than in the 
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case of direct observations, because it is necessary' to know the 
weight of eacli of the unknowns, and this can only be found by 
the solution of equations similar to the normal equations. 

It may be shown that if there ate n observations on q un- 
knowns, thep 

;. - V^. [2.8I 

n — q 

where ^ is the m.s.e. of an observation of we^ht unity. 

If p. is the weight of an unknown, then the m.s.e. of this im- 
known is 

Similarly, r = 0.6745 V — ' [220] 






(223! 



Vh (« — q) 

Vp.n (jtt — q) 



331. Caution in the Application of Least Squares. 

In applying the preceding principles it should be kept in mind 
that the ordinary adjustment by the method of least squares 
deals with the accidental errors only and can tell us nothing 
about the constant or systematic errors which may affect the 
results of observation. The "probable error " may therefore be 
far from the true error because such constant errors are present. 
We should think of the precision measures as indicating the de- 
viation of the result from the mean result of a large number of 
such observations, rather than its deviation from the true value. 
It is usually true that the constant or the systematic errors are 
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far more serious than the acddental errors; the observer should 
be continually on the watch for constant errors which may affect 
his result. So long as the conditions under which a measure- 
ment is made remain exactly the same the systematic errors are 
likely to be the same and are therefore not observed. The 
presence of such errors is most likely to be observed when the 
conditions are varied as much as possible. If observations are 
made at different temperatures, or under different conditions of 
illumination, or with different instruments, the variations of the 
results are usually greater than when the conditions are not 
changed. These variations indicate the presence <A systematic 
errors and often enable the observer to estimate their magnitude. 

The computation of the most probable value improves the 
result with respect to the accidental errors, but leaves the more 
serious form of error untouched. The futility of multiplying 
observations and adjusting them for the purpose of removing the 
small accidental errors, and at the same time failing to remove 
the large constant error, may be illustrated by the results ob- 
tained by a maiksman who holds his rifle steadily and places all 
his shots in a small group, but whose riffe sights are so far out of 
alignment that his shots all strike far from the bull's-eye. Of 
what use is the large number of shots under those circumstances? 
An adjustment of his results by least squares would correspond 
to an attempt to find the center of his group of shots, and would 
tell notliing about the distance from the bull's-eye. A study of 
the causes of the error so that he could make an adjustment of 
his ^ghts would accomplish more toward hitting the mark than 
an infinite number of shots find under the original conditions. 
Of course the comparison is quite untrue in one respect; the 
marksman knows where his mark is, while the observer can never 
know the true value of the quantity he is measuring. 

While the method of least squares may not show directiy the 
presence of constant errors, a study of the precision of the results, 
and a knowledge of the law governing the behavior of accidental 
errors, may enable the observer to detect the presence of constant 
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error, or at least to decide whether it is probably present, and 
consequently to so modify his methods o£ observing as to reduce 
the effect of such constant error. Variations in the result which 
are greater than the error of observation shown by the preciaon 
measures is likely to mean that systematic error is present. This 
tracing of errors to their sources, and the consequent modification 
of instruments and methods, may constitute the most important 
application of least squares. 

KEFmiBITCES 

Following are a few references to extended works on the sub- 
ject of Least Squares. 

BaktI£TT, Tbe Method of Least Squares (an Introductory Treatise). 

Chauvenet, Tieatise on tbe Method of Least Squares. (Theory — Applications 
to Astronomy.) 

Ckandall, Geodesy and Least Squares. (Applications to Geodesy.) 

MEKsncAN, Treatise on the Method of Least Squares. 

United States Coast and Giodetic Scivey, Special Publication No. *8. (Prac- 
tice of the United States Coast and Geodetic Survey.) 

WxiCHT AND Hayfoid, Adjustment of Observations. (Applications to Geodesy.) 

raoBiAus 

PrMem i. The fdlowing angles are measured at staticm O. 

AOB - 31' 10' is".6 weight (1) 

BOC - ig »i 17 4 " (1) 

AOC - so 31 33 .3 " (j) 

COD - 38 50 16 .0 " (j) 

BOD - s8 II 33 .0 " (i) 

AOD - 89 31 SI -S " (i) 
Adjust the angles. 

Problem 1. Tin angles of a triangle are as ftdlows: 

-* S3' sy 38".94 wt. (3) 

B 79 »» S6 17 " (4) 

C 46 43 »9 -'T " 0) 
The qtherical excess is i".83. 
Adjust the triangle. 
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Probhm 3. The an^es of a quadrikteral are a» fallows, Uie numbers oorrespond- 
ig to those in Fig. 113. The weights are all imity. The sphetical excess may be 



_ :o those 
DQllected 



33 31H -S 

37 01 s« -S 

67 3S 38 .3 

SI SI s6 -7 

39 56 so -o 

3» 35 33 ■» 

7a 37 3S -o 

46 49 47 -S 



6 + 7 103 13 08 . 



Adjust tbe quadrilateral. 
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tan-»«-a 



3 "S 3>5 



BIHOMUL THBORBH 
HACLAUKEirS THEOBXH 



TAYLOR'S THBOKEH 

LOGAKTTHHIC SERIES 

log (.-•)--»(. + ' + j + ^+-'-.) 






.iGoot^lc 



SLLIPSB USD ^HEROID 



Ueui raditu — p » VJVA,. 

COHSTAHTS 
logu x-M]og,x. 

M — moduluB of system of coaunoo logsritlims 
- 0.434 «MS- 
log if -9.637 7843- 

» - 3-141 S93 65. log - 0.497 1499. 

^ - S7-a9S77- log = i-7s8 iia6. 

180° X 60' , , 
- 3437-747- log - 3-536 2739 

180° X 60' X do" , , o I 
ro6 364.8. log - 5.314 41^1. 

arc i" - 0.000 004 848 137. log - 4-685 5749. 

;; — 106 364.806 = number of seconds in the nuiiaii. 

arc i" ■• about 0-3 inch at distance of one mile. 

CLARES SPHEROID (1866) 
4 — 6378 306.4' meters. log — 6-804 6985. 

6 — 6 3s6 583.8 meters. log — 6.803 =*38. 

(nuke's value of meter, 3.280 8693 feet.) 

a — 6 378 276.5 legal meters. log = 6.804 7033- 

6 = 6 356 653.7 legal meters. log — S.803 1385. 

(D. 5. legal meter, 39.37 Indus or 3.3808333 feet.) 
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COAST StIRVET SPHEROID (1QD9) 
1 = ^ 37S 38S ± 18 meUcs. 

I -397.0 ±0-5. 
b = 6 356 909 meUn. 

RELATION BETWEEN tNTTS OF LSHOTH 

(Lqcal) Meters in one foot = 0.304 foo6. log - 9.484 015S, 

Feet in one (legal) metec = 3.280 8333. log — 0.515 9843. 

Inches in one (legal) meter = 38.37, 
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-TABLE. FOR DETERMINING RELATIVE STRENGTH 
OF FIGURES IN TRIANGULATION 
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-CORRECTION FOR EARTH'S CURVATURE AND 
REFRACTION 
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TABLE III. — SHORT TABLE OP FACTORS FOR REDUCTION 
OP TRANSIT OBSERVATIONS 

Top Argumoit » SUr'i Decliiution (1). 
Silk Argument - Stw'( Zenith Disttmcc (T). 
IPorbctcr A ueMt-bwid u|ument. Par Ikctor £ nan riiht-hand ugiinunt. Forbictor C 



r ).02 0.02 0, 
5 9.O0 9.G 

10 0.170,180. 



) 3.SC J. 610 

5 3.57 >.580.590 

9 0.64 0.050 
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I 1.001. 021. 041 
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41.201 
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0.921. 
1.001, 
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1.131 



H 0.76 7 
(11.00 7 
)01.24 6 



17 2,07 4 
112.24 4 
)42.4G 3 



32.052 

12.142. 
»2.222 



TABLE IV. — DIURNAL ABERRATION («) 
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0,16 
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0.08 
0.04 
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JLE v. — CORRECTION TO LATITUDE FOR DIFFEREN- 
TIAL REFRACTION - 1 (»■ - r'). 

[The aisn of the comctkm ii the nme u that o( the micrometa difFasice.1 
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TABLE VII.- 



TABLES 
■ REDUCTION OF LATITUDE TO SEA I^VEL 
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0.03 


0,06 


0.09 


on 


0,13 


0.15 


0.16 


0,17 


0.17 


3400 


1036 


0,03 


0,06 


0.09 


0.11 


0,12 


0,15 


0.17 


0,17 


0.18 


3600 


1067 


0,03 


0,06 


0,09 


0.12 


0-14 


0,16 


0-17 


0.18 


0.18 
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TABLES 339 

TABLE VII (Cm.).— REDUCTION OF LATITUDE TO SEA LEVEL 









ITlK comctimi is nesati 


.em>va 


7=«.l 








N. * 


B" 


10* 


»• 


SO- 


»• 


BO* 


36' 


W 


„• 


' \ 


»• 


w 


«■ 


TO" 


M" 


60- 


M* 


»• 


F«et. 


Hetan. 


-. 




.. 


.. 


.. 


.. 


.. 






3600 


1097 


0.03 


0.06 


0.09 


0-12 


0.14 


0,16 


0,18 


18 


0.19 


3700 


1128 


0.03 


0.07 


0,10 


0,12 


0.15 


0,17 


0,18 


0,19 


0.19 


3800 


1158 


0.03 


0.07 


0.10 


0-13 


0.15 


0,17 


0,19 


0.20 


020 


3900 


1189 


0.04 


0.07 


0,10 


0.13 


0.16 


0,18 


0,19 


0.20 


0.20 


4000 


1219 


0.04 


0,07 


0.10 


0,13 


0.16 


0,18 


0,20 


0.21 


0.21 


4100 


1250 


0.04 


0,07 


0,11 


0,14 


0.16 


0,19 


0,20 


0.21 


0.21 


4200 


1280 


0.04 


0,07 


0,11 


0.14 


0.17 


0.19 


0,21 


0.22 


0.22 


4300 


1311 


0.04 


0,08 


0,11 


0-14 


0,17 


0,19 


0,21 


0.22 




4400 


1341 


0.04 


0,08 


0,11 


0,15 


0.18 


0,20 


0,22 


0-23 


0-23 


4500 


1372 


0.04 


0,08 


0,12 


0,15 


0.18 


0,20 


0.22 


0-23 


0.23 


4600 


1402 


0.04 


0,08 


0,12 


0.15 


0.18 


0,21 


0,23 


0.24 


0.24 


4700 


1433 


004 


0,08 


0,12 


0,16 


0.19 


0,21 


0.23 


0.24 


0.24 


4800 


1463 


0.04 


0.09 


0.13 


0.16 


0.19 


0,22 


0,24 


0.25 


0.25 


4900 


1494 


0.04 


0,09 


0,13 


0,16 


0,20 


0,22 


0,24 


0.26 


0.26 


5000 


1524 


0.05 


0.09 


0,13 


0,17 


0,20 


0,23 


0.24 


0.26 


0.26 


5100 


1554 


0,05 


0.09 


0.13 


0.17 


0,20 


0,23 


0,25 


e.26 


0.27 


5200 


1685 


0,05 


0.09 


0.14 


0.17 


0,21 


0,23 


0,25 


0.27 


0.27 


5300 


1615 


005 


0,09 


0.14 


0,18 


0,21 


0,24 


0.36 


0.27 


0.28 


5400 


1646 


0.05 


0.10 


0,14 


0,18 


0,22 


0,24 


0.26 


0.28 


0.28 


5500 


1676 


0.05 


0.10 


0.14 


0,18 


0,22 


0,25 


0,27 


0,28 


0.29 


5600 


1707 


0.06 


0,10 


0.15 


0,19 


0.22 


0-25 


0.27 


0,29 


0.29 


5700 


1737 


0.05 


10 


0.15 


0,19 


0,23 


0,26 


0.28 


0,29 


0.30 


5800 


1768 


0.05 


0,10 


0.15 


0,19 


0,23 


0-26 


0.28 


0.30 


0,30 


5800 


1798 


0.05 


o.n 


0.15 


0,20 


0,24 


0.27 


0.29 


0,30 


0.31 


6000 


1829 


0.05 


0,11 


0.16 


0,20 


0.24 


27 


0.29 


0,31 


0.31 


8100 


1859 


0.06 


0,11 


0.16 


0,20 


0-24 


0.28 


0.30 


0.31 


0.32 


6200 


1890 


0.06 


0,11 


0.16 


0,21 


0.25 


0.28 


0.30 


032 


0.32 


6300 


1920 


0,06 


0,11 


0.16 


0,21 


0.25 


0,28 


0.31 


0-32 


0.33 


6400 


1951 


0.06 


0,11 


0,17 


0.21 


0,26 


0,29 


0.31 


0-33 


0.33 


6500 


1981 


0.06 


0,12 


0.17 


0.22 


0,26 


0,29 


0.32 


0,33 


0.34 


6600 


2012 


0.06 


0.12 


0.17 


0.22 


0-26 


0,30 


032 


0,34 


0.34 


6700 


2042 


0.06 


0-12 


0.17 


0.22 


0,27 


0,30 


033 


0,34 


0.35 


6800 


2073 


0.06 


0-12 


0.18 


0.23 


0,27 


0,31 


0,33 


035 


0.35 


6900 


2103 


0.06 


0,12 


0.18 


023 


0.28 


0-31 


0.34 


0,35 


0.36 


7000 


2134 


0.06 


0.12 


0.18 


0.23 


0.28 


0,32 


0.34 


0,36 


0.36 
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TABLE VII (Cw.). — REDUCTION OF LATITUDE TO SEA LEVEL 

[The correction it n^Estive in tvfry case.) 



\ • 


s- 


10* 


IS- 


SO- 


2S- 


30- 


JS" 


«• 


«• 


' \^ 


«• 


BO" 


IS* 


TO* 


»• 


N* 


"• 


M- 


F«t. 


Uoien. 


" 


■' 






■' 


" 


" 


.. 


.. 


7100 


2164 


0.06 


0.13 


0.19 


0,24 


0.28 


0.32 


0.35 


0.36 


0.37 


7200 


2195 


0.07 


0.13 


0.19 


0.24 


0.29 


0.33 


0.35 


0.37 


0-38 


7300 


2225 


0.07 


0,13 


0.19 


024 


0,29 


0.33 


0.36 


0,37 




7400 


2266 


0.07 


0.13 


0.19 


025 


0.30 


0.33 


0.36 




0.39 


7500 


2286 


0.07 


0.13 


0.20 


0.26 


0.30 


0.34 


0,37 


0-38 


0.30 


7600 


2316 


0.07 


0,14 


0.20 


0.25 


0.30 


0.34 


0.37 


0.39 


0.40 


7700 


2347 


0,07 


0.14 


0.20 


0.26 


0.31 


0.35 




0.40 


0.40 


7800 


2377 


0.07 


0.14 


0,20 


0.26 


0.31 


0.35 




0,40 


0.41 


7900 


2408 


0.07 


0.14 


0.21 


0.26 


0.32 


0.36 


0^39 


0.41 


0.41 


8000 


2438 


0.07 


0.14 


0.21 


0.27 


0.32 


0.36 


0.39 


0.41 


0.42 


8100 


2469 


0.07 


0,14 


0,21 


0.27 


0.32 


0.37 


0.40 


0.42 


0.42 


8200 


2499 


0.07 


0.15 


0.21 


0.27 


0.33 


37 


0.40 


0.42 


0.43 


8300 


2530 


0.08 


0,15 


0.22 


0.28 


0-33 


0,37 


0,41 


0.43 


0.43 


8400 


2560 


0.08 


0.15 


0,22 


0,28 


0.34 


0.38 


0.41 


0.43 


0.44 


8500 


2591 


0.08 


0,15 


0.22 




0.34 


0.38 


0.42 


0.44 


0.44 


1000 


2621 


0.08 


0.15 


0.22 


0-29 


0,34 


39 


0.42 


0.44 


0.45 


8700 


2652 


0.08 


0,16 


0,23 


0,29 


0.35 


0:39 


0.43 


0.45 


0.45 


8800 


2682 


0.08 


0.16 




0,29 


0.35 


0.40 


0.43 


0,45 


0.46 


8900 


2713 


0.08 


0.16 


o!23 


0.30 


0.36 


0,40 


0.44 


0.46 


0,46 


9000 


2743 


0,08 


0,16 


0,23 


0.30 


0,36 


0.41 


0.44 


0.46 


0.47 


9100 


2774 


0.08 


0.16 


0.24 


030 


0.36 


0.41 


0,45 


0,47 


0,47 


9200 


2804 


0.08 


0.16 


0.24 


0.31 


0.37 


0.42 


0,45 


0.47 


0.48 


9300 


2835 


0.08 


0,17 


0.24 


0,31 


0.37 


0,42 


0.46 


0.48 


0.48 


9400 


2S65 


0.09 


0.17 


24 


0.31 




0.42 


0.46 


0.48 


0.49 


9500 


2896 


0-09 


0,17 


0.25 


0-32 


0^38 


0.43 


0.47 


0.49 


0.60 


9600 


2926 


0.09 


0.17 


0.25 


0.32 


0.38 


0.43 


0.47 


0,49 


0.50 


9700 


2957 


0,09 


0.17 


0.25 


0,32 




0-.44 


0,48 


0,50 


0.51 


98O0 


2987 


0.09 


0.17 


0.26 


0.33 




0.44 


0.48 


0.50 


0.51 


9900 


3018 


0,09 


0.18 




0.33 


d!40 


0.45 


0,48 


0.51 


0.52 


10000 


3048 


0.09 


0.18 


0,26 


0,33 


0« 


0.46 


0.49 


0.51 


0.82 
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TABLE Vril.- 



CRSie in Stm't Riiht Aicenuoa id Sidenal h. m. ■. 

Mean Time - Sidereal Time - C. 



Sid. 
Hn. 


COTT. 


Sid. 
Uin. 


COIT. 


Sid. 
Min. 


Coir. 


Sec. 


Con. 


Sid. 
Stc. 


Corr. 


I 


o 9.830 


J 


0.164 


31 


5.»79 


J 


0.003 


31 


o.rfs 


3 






0.328 


3" 


S-!'42 




;:SI 


33 


0.087 


3 


3 


0.491 


33 


5406 


3 


33 


0.090 


4 


4 


0.655 


34 


5.570 


4 




34 


0.093 


5 


49.148 


5 


0.819 


35 


5 734 


5 


0.014 


35 


0.096 


6 


5|.97» 


6 


0.983 


36 


5. 898 


6 


0.016 


36 


I'^i 


I 




S 


1. 147 


11 


6.063 


I 


0.019 


11 






1.311 


6.335 




0.104 


9 




9 


1.474 


39 


6.389 


9 


0.03S 


39 


0.106 


lO 


.38.256 




..638 


40 


6. 553 




0.037 


40 


0.109 


11. 


. 48...S 


I, 


l.Saa 


4> 


V&l 


II 


0.030 


4> 


0.1I3 


H 


IV,S 




1.966 


43 


13 


0.033 


43 


o.iiS 


13 


13 


a. 130 


43 


;:rj 


13 


rs 


43 


0.117 


14 


a 17.614 


14 


3.394 


44 


14 


44 




15 


a 17.443 


15 


».4S7 


45 


7.373 


15 


0.041 


45 


0.133 


i6 


' 37 ■!'73 


16 


3.631 


46 


7-536 


i« 


0.044 


46 


0.136 


\l 


.47-iM 


;; 


3.78s 
3.949 


S 


8. 027 


;; 


0.046 
0.049 


S 


0.12S 
0.131 


19 


19 


3. "3 


49 


19 


0.053 


49 


0.134 


20 


3 16.591 


10 


3 '77 


50 


8. 191 


30 


o-^SS 


50 


0.137 


31 


3 26.4»l 


3, 


3.440 


51 


8. 355 


31 


0.057 


51 


0.139 




i5l:X 




3.604 


53 


8.519 




0.060 


53 




'3 


13 


3.768 


S3 


8.683 


33 


0,063 


S3 


0.145 


34 


3 SS-!»9 


34 


393' 


54 


8.847 


34 


0.066 


54 


0.147 






as 


4.096 


55 


9.010 


as 


0.06S 


55 


0.150 






3« 


4.259 


S« 


9-174 


36 


0.071 


S« 


0.IS3 






37 


4.423 


11 


9 338 


11 


0.074 


11 








38 


4.587 


9.503 


0.076 


o:Is8 






39 


4.75" 


IS 


9.666 


a» 


0.079 


IS 


0.161 






30 


4 -9' 5 


9.830 


30 


o.oSs 


0.164 



,t,.,.d.i. Google 



[Incnaae in Suo'i Right Atceniion in Solu h. m. 

Sidereal Time - Mean Time + C. 



»!a- 


COIT. 


tSL- 


COTT. 


5r 


Con-. 


1^ 


Corr. 


in° 


Corr. 


, 


o 9 -856 


J 


0.164 


31 


S.093 


, 


0.003 


31 


o.^S 




19.713 




0.329 


33 


5-357 




oS 


33 


0.08S 


3 


19.569 


3 


0.493 


33 


5-421 


3 


33 


0.090 


4 


39.416 


4 


0.657 


34 


5585 


4 




34 


0.093 


5 


4!3."8» 


S 


O.S21 


35 


5-7SO 


5 


0.014 


35 


0.096 


6 


59 -139 


6 


0.986 


3« 


S-9'4 


6 


0.016 


36 


0.099 


I 


: ,1:1?; 


I 


1. 150 
1.314 


II 


ttl 


1 


0.019 


11 


0.104 


9 


I 38.708 


9 


1-478 


39 


6.407 


9 


0.025 


39 


0.107 




■ 38.565 


i» 


1-643 


40 


6.571 




0.017 


49 




,] 


I 48.4" 


„ 


1,807 


^, 


6.735 


II 


0.030 


41 


O.I13 




I SS.17S 


13 


1.971 


43 


6.900 




Q.°33 


4a 


o.iis 


13 


a 8.134 


13 


2.136 


43 


7.064 


13 


0.036 


43 


0.118 


14 


2 17.991 


14 


2.300 


44 


7.228 




0.038 


44 




15 


1 J7-847 


15 


2.464 


45 


7-392 


15 


0.041 


45 


0.123 


i6 


» 37 .704 


16 


I.62S 


46 


7 -557 


16 


0.044 


46 


0.126 


17 


2 47-500 


17 


3.793 


47 


7.721 


17 


0.047 


47 


0.129 


i8 


2 57 -417 


18 


"-957 


48 


7,885 
8.049 


18 


0.049 


48 


0.I3I 


i» 


3 7 m 


19 


3.131 


49 


19 


0.052 


49 


0.134 


ao 


3 17-1*9 


30 


3.385 


SO 


8.214 


30 


o.oss 


50 


0.137 


31 


3 26.986 


31 


3-450 


51 


8-378 


31 


0,057 


51 


0.140 


33 


3 36-842 




3 614 


53 


8.543 




0.060 


53 


0.143 


33 


3 40 -ow 


33 


3778 


53 


8.707 


33 


0.063 


53 


0.14S 


34 


3 S6-S55 


34 


3-943 


54 


8.871 


34 


0.066 


54 


0.148 






35 


4.107 


55 


9.03s 


35 


0.06S 


55 


0.151 






36 


4.271 


56 


9.199 


36 


0.071 


S6 


0.153 






11 


4-435 


11 


9 364 


37 


0.074 


11 








4.600 


9.528 


38 


0,077 








39 


4.764 


59 


9-693 


39 


0.079 


59 


0:162 






30 


4-928 


60 


9-856 


30 


0.082 


60 


0.164 
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TABLE X. — LENGTHS OF ARCS OF THE PARALLEL AND 

THE MERIDIAN AND LOGS OP N AND R* 

metric UniM.1 



UUtude. 


Pnlkl. 
Vslwofl-. 


HsckliHi. 
VJueoir. 


LocN. 


LocRm. 




M«(«n. 


HeUn. 






00 


111,321 


110,567.2 


6,8046985 


6.8017489 


30 


1,361 


667.3 


6987 


7493 


1 00 


1,301 


567.6 


6990 


7502 


30 


1,283 


568.0 


6996 


7519 


2 00 


i;253 


568.6 


7003 


7543 


30 


1,215 


669.4 


7012 


7573 


3 00 


1,160 


570.3 


7026 


7610 


30 


1,114 


571.4 


7040 


7664 


4 00 


1,0S1 


572.7 


7057 


7704 


30 


110,980 


574.1 


7076 


7761 


S 00 


110,900 


110,575.8 




6.8017824 


30 


0,812 


677.6 


7120 


7894 


6 OO 


0,71S 


579.6 


7146 


7971 


30 


0,610 


681 .6 


7174 


8054 


7 00 


0,497 


683.9 


7203 


8144 


30 


0,375 


686.4 


7235 


8240 


8 00 


0,245 


589.0 


7270 


8343 


30 


0,106 


591-8 


7307 


8452 


9 00 


109,959 


504.7 


7345 


8668 


30 


9,804 


507,8 


7385 


8690 


Ifl 00 


109,641 


110,601.1 


6,8047428 


6.8018819 


30 


9,489 


604.6 


7474 


8054 


11 00 


9.289 


608.1 


7520 


9094 


30 


0,101 


611.9 


7570 


9241 


12 00 


108,904 


615 8 


7620 


9395 


30 


8,609 


619.8 


7673 


9555 


13 00 


8,486 


624.1 


7729 


9720 


30 


8,265 


628.4 


7786 


9892 


14 00 


8,036 


633.0 


7845 


6.8020070 


30 


107,798 


637 6 


7907 


0254 


15 00 


107,553 


110,642 5 


6,8047970 


6.8020443 


30 


7,299 


617. 5 


8036 


0639 


16 00 


7,036 


652,6 


8102 


0839 


30 


6,766 


657.8 


8171 


1047 


17 00 


6,«7 


663 3 


8242 


1258 


30 


6,201 


668.8 


8315 


1477 


18 00 


5,906 


674.5 




1701 


30 


5,604 


680.4 


8465 


1930 


19 00 


5,294 


686.3 


8544 


2165 


30 


4.975 


602,4 


8624 


2401 


20 00 


104,649 


110,608,7 


6.8048705 


6.8022649 


30 


4,314 


705.1 


8789 


2900 


21 00 


3,972 


711,6 


8874 


3155 


30 


3,622 


718,2 


8960 


3415 


22 00 


3,264 


725,0 


9049 


3680 


.30 


2,898 


731,8 


9139 


3950 
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TABLE X (Con.) — LENGTHS OP ARCS OF THE PARALLEL 
AND THE MERIDIAN AND LOGS OF N AND R« 



Latitude. 


Fanllel. 
Value otl*. 


Maridiu. 

Valuaoir. 


LofN. 


LofB* 




UsUn. 


Met*™. 






23 00 


102,624 


110,738.8 


6.8029231 


6.8044225 


30 


2,143 


746.0 


9323 


4504 


24 00 


1,754 


753.2 


9418 


4788 


30 


1,367 


760.6 


9614 


5077 


25 00 


100,952 


110,768.0 


6.8049612 


6.8025370 


30 


0,539 


776,6 


9711 


6667 


26 00 


0,119 


783.3 


9812 


5968 


30 


99,602 


791.1 


9914 


K74 


27 00 


9,257 


799,0 


6.8050017 


6584 


30 


8,814 


807.0 


0121 


6897 


28 00 


8,301 


815.1 


0227 


7215 


30 


7,906 


823.3 


0334 


7536 


29 00 


7,441 


831,6 


0443 


7862 


30 


6,968 


8400 


0552 


8190 


30 00 


96,488 


110,848.5 


6.8050663 


6.8028522 


30 


6,001 


857,0 


0774 


8857 


31 00 


95,606 


866.7 


0888 


9197 


30 


5,004 


874.4 


1002 


9539 


32 00 


4,4B5 


883,2 


1117 




30 


3,979 


892.1 


1233 


6.8030231 


33 00 


3,455 


901.1 


1350 


0582 


30 


2,925 


910.1 


1468 


0935 


34 00 


2,387 


919.2 


1586 


1292 


30 


1,842 


928.3 


1706 


1661 


36 00 


91,290 


110,937.6 


6.8051826 


6.8032012 


30 


0,731 


946.9 


1947 


2375 


36 00 


0,166 


966.2 


2069 


2741 


30 


89,593 


965.6 


2192 


3109 


37 00 


9,014 


975.1 


2316 


3479 


30 


8,428 


984.5 


2439 


3860. 


38 00 


7;836 


994.1 


2564. 


4224 


30 


7,235 


111,003.7 


2689 


4699 


39 00 


6,629 


013.3 


2814 


4976 


30 


6,018 


023.0 


2940 


5354 


40 00 


85,396 


111,032.7 


6.8053067 / 


6.8035734 < 


30 


4,770 


042.4 


3194' 


6115 < 


41 00 


4,137 


052.2 


3321 


6496^ 


30 


3,^8 


061.9 


3448 


6878 


42 00 


2,853 


071.7 


3576 


7262 


30 


2;201 


081.6 


3704 


7646 


43 00 


1,543 


091.4 


3832 


8031 


30 


0,879 


101.3 


39etf 


8416 


, 44 00 


80,208 


111. I 


4089 


8802 




79,532 


121.0 


4218 


9188 


45 00 


78,849 


111,130,9 


6.8054347 


6.8039574 


30 


8,m 


140.8 


4476 


9960 
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TABLE X (Gm.). — LENGTHS OF ARCS OF THE PARALLEL 
AND THE MERIDIAN AND LOGS OF N AND Rm 



Latitudo. 


FftnlM. 


Hvidioa. 
Vdu.q(l-. 


Lo,N. 


LogR.. 




Ueun. 


Htun. 






46 00 


77,466 


111,150.6 


6.8064604 


6.8040346 


30 


6,765 


160,5 


4732 


0731 


47 00 


6,058 


170.4 


4861 


1117 


30 


5,346 


180.2 


4989 


1502 


48 00 


4;e28 


190.1 


6118 


1887 


30 


3,B04 


199.9 


6246 


2270 


49 00 


3,174 


209-7 


5373 


2653 


30 


2,439 


219-5 


6500 


3034 


50 00 


71,698 


111,229.3 


6.8056628 


6.8043«6 


30 


0,9k 


239-0 


5754 


3796 


51 00 


0,200 


248.7 


6880 


4175 


'30 


69,443 


258.3 


6006 


~ 4652 


52 00 


8,680 


268.0 


6131 


4928 


30 


7,913 


277.6 


6256 


6302 


53 00 


7;i40 


287,1 


6380 


5674 


30 


6,361 


296.6 


8604 


6044 


54 00 


5,578 


306.0 


6627 


6413 


30 


4790 


315.4 


6749 


6779 


55 00 


63,996 


111,324.8 


6.8056870 


6-8047144 


30 


3,198 


334.0 


6991 


7606 


56 00 


2,395 


343.3 


7111 


7866 


30 


1,587 


352.4 


7230 




57 00 


0,774 


361.5 


7348 


8678 


30 


59,957 


370,5 


7465 


8929 


58 00 


9,135 


379.5 


7682 


9279 


30 


8,309 




7697 


9624 


59 00 


7;478 


397^2 


7811 


9968 


30 


6,642 


405.9 


7924 


6.8060307 


60 OO 


55,802 


111,414.5 


6.8058037 


6.8050644 


30 


4,958 


423.1 


8148 


0977 


61 00 


4,110 


431.5 


8258 


1307 


30 


. 3,257 


4399 


8366 


1633 


62 00 


2;400 . 


448.2 


8474 


1956 


30 


1,540 


456.4 


8580 


2274 


63 00 


0,676 


4644 


8685 


2590 


30 


^,806 


472.4 


8789 


2900 


64 00 


8.934 


480.3 


8891 


3208 


30 


8,057 


488.1 


8992 


3510 


65 00 


47,177 


111,485.7 


fl.8069O92 


6.8063809 


30 


6,294 


503.3 


9190 


4103 


66 00 


5,407 


610.7 


9287 


4393 


30 


4,516 


518.0 


9382 


4678 


67 00 


43,622 


525.3 


9476 


4959 


30 


2,724 


532.3 


9667 


5235 


68 00 


i;823 


539.3 


9658 


5506 


30 


0,919 


546.2 


9747 


5772 
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TABLE X (Con.).— LENGTHS OF ARCS OP THE PARALLEL 
AND THE MERIDIAN AND LOGS OP N AND R« 



Latitude. 


PmlM. 
Valiuoll". 


ViJueoir.. 


WN. 


LocW 




UsUn. 


MMan. 






69 00 


40,012 


111,552,9 


6.8069834 


6.8056034 


30 


39,102 


559.5 


9919 


6290 


70 00 


38,188 


111,565,9 


6.8060003 


6.8056542 


30 


7,272 


572.2 


0085 


6788 


71 00 


6,353 


578.4 


0165 


7029 


30 


5,421 


584,5 


0244 


7264 


72 00 


4,606 


590,4 


0321 


7495 


30 


3,678 


S96.2 


0396 


7719 


73 00 


2,648 


601,8 


04S8 


7938 


30 


1716 


607.3 


0539 


8153 


74 00. 


0,781 


612.7 


0608 


8361 


30 


29,843 


617.9 


0676 


8563 


75 00 


28,903 


111.622,9 


6.8060742 


6.8058759 


30 


7,961 


627.8 


0805 


8950 


76 00 


7,017 


632,6 ■ 


0867 


9136 


30 


6,071 


637.1 


0927 


9314 


77 00 


6,123 


641.6 


0984 


9487 


30 


4,172 


645.9 


1040 


9653 


78 00 


3,220 


650.0 


1093 


9814 


30 


2,266 


653.9 


1145 


9968 


79 00 


1,311 


657.8 


1195 


6.8060118 


30 


20,353 


661,4 


1242 


0258 


80 00 


19,394 


111,664.9 


6.8061287 


6,8060394 


30 


8,434 


668.2 


1330 


0623 


81 00 


7,472 


671.4 


1371 


'0646 


30 


6,509 


674 4 


1409 


0763 


82 00 


5,545 


677,2 


1446 


0873 


30 


4,579 


679.9 


1480 


0976 


83 00 


3,612 


682.4 


1513 


1074 


30 


2,644 


684.7 


1644 


1163 


84 00 


1,675 


686-9 


1571 


1248 


30 


10,706 




1597 


1325 


85 00 


9,735 


111,690.7 


6.8061620 


6.8061395 


30 


8,764 


692,3 


1642 


1459 


86 00 


7,792 


693.8 


1661 


1517 


30 


6,819 


695.1 


1678 


1567 


87 00 


5,846 


696.2 


1692 


1611 


30 


4,872 


697.2 


1705 


1648 


88 00 


3,898 


697,9 


1715 


1679 


30 


2,924 


698.6 


1723 


1702 


89 00 


1,949 


699.0 


1728 


1719 


30 


975 


699,3 


1731 


1729 


90 00 





111,699.3 


6.8061733 


6,8061733 
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TABLE XI. — TABLE OF LOGARITHMS OF RADII OF CURVA- 
TURE OF THE EARTH'S SURFACE IN METERS FOR VARIOUS 
LATITUDES AND AZIMUTHS 





IBMcd opoa CUrke-* EUipK^d of Ratatkm (tW«).l 




Aiimuth. 


O'lat. 


I'Irt. 


I'lrt. 


J-lM. 


4*1.1. 


a- tat. 


«'tat. 


Meridii^. 


6.80175 


6.80176 


6.80175 


6.80176 


6,80177 


8.80178 


6.80180 


fi 


177 


177 


178 


178 


179 


180 


182 


10 


184 


184 


184 


185 


186 


187 


188 


15 


195 


196 


195 


196 


197 


198 


199 


20 


209 


209 


210 


210 


211 


212 


214 


25 


227 


228 


228 


228 


229 


230 


232 


30 


248 


249 


249 


250 


250 


251 


262 


35 


272 


272 


272 


273 


273 


274 


276 


40 


296 


297 


297 


297 


298 


299 


300 


45 


322 


322 


322 


323 


324 


324 


326 


50 


348 


348 


348 


348 


349 


360 


351 


55 


373 


373 


373 


373 


374 


374 


375 


60 


396 


396 


306 


396 


397 


398 




65 


417 


417 


417 


418 


418 


418 


419 


70 


435 


435 


436 


436 


436 


437 


437 


75 


450 


450 


450 


460 


451 


451 


462 


80 


461 


461 


461 


461 


462 


462 


463 


S5 


468 


468 


. 468 


468 


468 


469 


469 


90 


470 


470 


470 


470 


471 


471 


472 


Atimuth. 


fl'kt. 


T*i.t. 


8*l»t. 


9'Ut. 


lO-U.. 


11' tat. 


12' tat. 


Meridi^. 


6.80180 


6.80181 


6.80183 


6.80186 


6.80188 


S. 80191 


6-80104 


6. 


182 


184 


186 


188 


190 


193 


196 


10 


188 


190 


192 


194 


197 


200 


202 


15 


199 


201 


203 


205 


207 


210 


213 


20 


214 


215 


217 


219 


222 


224 


227 


25 


232 


233 


235 


237 


239 


242 


244 


30 


252 


254 


256 


257 


260 


262 


264 


35 


276 


277 


278 


280 


282 


284 


287 


40 


300 


301 


303 


304 


306 


308 


310 


45 


325 


326 


328 


329 


331 


333 


335 


SO 


351 


352 


353 


364 


356 


358 


359 


55 


376 


376 


377 


379 


380 


382 


383 


60 


398 


399 


400 


401 


403 


404 


406 


65 


419 


420 


421 


422 


423 


424 


426 


70 


437 


438 


439 


440 


441 


442 


443 


75 


452 


452 


463 


454 


455 


456 


457 


80 


463 


463 


464 


465 


466 


467 


468 


85 


469 


470 


470 


471 


472 


473 


474 


00 


472 


472 


473 


474 


474 


475 


476 
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TABLE XI (Ci>».). — TABLE OF LOGARITHMS OP RADII OP 
CURVATURE OP THE EARTH'S SURFACE IN METERS FOR 
VARIOUS LATITUDES AND AZIMUTHS 

IBued u[Dn Cbrke'i BUipeoid ol RoUtion (iStSj.l 



Aiimuth. 


iJ*l.t. 


13*1.«. 


i«-l.t. 


is-Ut. 


WUt. 


17- l»t. 


iS'iirt. 


Meridian. 


a. 80194 


6.80197 


6.80201 


6.80204 


6.80208 


6.80213 


6.80217 


5 


196 


199 


203 


206 


210 


215 


219 


10 


202 


206 


209 


213 


217 


, 221 


226 


16 


213 


216 


219 


223 


227 


231 


236 


20 


227 


230 


233 


236 


240 


244 


248 


25 


244 


247 


250 


254 


267 


261 


265 


30 


264 


267 


270 


273 


276 


280 


284 


36 


2S7 


289 


292 


296 


298 


301 


306 


40 


310 


313 


315 


318 


321 


324 


327 


45 


335 


337 


339 


342 


344 


347 


350 


60 


360 


361 


364 


366 


368 


371 


373 


66 


383 


386 


387 


389 


391 


394 


396 


60 


406 


407 


409 


411 


413 


415 


417 


65 


426 


427 


429 


430 


432 


434 


436 


70 


443 


444 


446 


447 


449 


451 


463 


76 


457 


458 


460 


461 


463 


464 


466 


80 


468 


460 


470 


471 


473 


474 


476 


86 


474 


476 


476 


478 


479 


480 


482 


90 


476 


■ 477 


478 


480 


481 


482 


484 


. A^uth. 


18- Ut. 


1«-1«. 


20-lat. 


31- hit. 


32* Ut. 


as* lot. 


U-Ut. 


Meridian. 


6.80217 


6.80222 


6.80226 


S. 80232 


6.80237 


6.80242 


6.80248 


6 


219 


224 


228 


234 


239 


244 


260 


10 


225 


230 


234 


239 


244 


260 


255 


15 


235 


239 


244 


249 


264 


259 


264 


20 


248 


262 


267 


262 


266 


271 


277 


25 


:%5 


269 


273 


277 


282 


287 


292 


30 


2S4 


287 


292 


296 


300 


306 


309 


36 


306 


308 


312 


316 


320 


324 


329 


40 


327 


330 


334 


338 


341 


345 


350 


45 


360 


353 


367 


360 


364 


367 


371 


60 


373 


376 


379 


3S2 


386 


389 


392 


66 


396 


398 


401 


404 


407 


410 


413 


60 


417 


419 


422 


424 


427 


430 


432 


65 


436 


438 


440 


443 


445 


448 


450 


70 


463 


454 


466 


459 


461 


463 


466 


76 


466 


468 


470 


472 


473 


476 


478 


80 


476 


478 


479 


481 


483 


486 


487 


86 


482 


483 


485 


487 


489 


490 


492 


90 


484 


486 


487 


489 


490 


492 


494 
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TABLE XI (Om.). — TABLE OP LOGARITHMS OP RADII OP 
CURVATURE OP THE EARTH'S SURFACE IN METERS POR 
VARIOUS LATITUDES AND AZIMUTHS 



[Baaed Dpoo Clarke'i 1 



idafRotatJonCtlH).] 



Aibuuth. 


24*l>t. 


U'kt. 


St'lat. 


»'l>t. 


28* tat. 


29- bt. 


30* Ut. 


Meridian. 


6.80248 


6.80254 


6.80260 


6.80266 


6.80272 


6.80279 


6.80286 


5 


250 


266 


262 


268 


274 


280 


287 


10 


255 


261 


267 


273 


279 


285 


292 


15 


264 


270 


276 


282 


288 


294 


300 


20 


277 


282 


288 


293 


299 


305 


311 


25 


202 


297 


302 


303 


313 


319 


325 


30 


309 


314 


319 


324 


330 


335 


340 


35 


329 


333 




343 


348 


353 


358 


40 


350 


354 


358 


362 


367 


372 


377 


45 


371 


376 


379 


383 


387 


391 


396 


60 


392 


390 


399 


403 


407 


411 


416 


55 


413 


416 


420 


423 


426 


430 


434 


60 


432 


435 


438 


442 


445 


448 


451 


65 


4S0 


453 


455 


458 


461 


464 


467 


70 


465 


4«8 


470 


473 


475 


478 


481 


75 


478 


480 


4S2 


484 


487 


489 


492 


80 


487 


480 


491 


493 


496 


498 


500 


85 


492 


494 


496 


498 


501 


503 


605 


go 


494 


496 


498 


500 


502 


504 


607 


A«teiuth. 


30* bt. 


31° Int. 


»2'1bI. 


33'l»t. 


M'tat. 


SS'lst. 


Sd'ht. 


Meridian. 


e. 80285 


5.80292 


6.80299 


6.80306 


6,80313 


6,80320 


6.80327 


5 


287 


294 


300 


307 


314 


322 


•329 


10 


292 


298 


305 


312 


319 


326 


333 


15 


300 


306 


313 


320 


326 


333 


340 


20 


311 


317 


324 


330 


337 


343 


350 


25 


325 


331 


337 


343 


349 


355 


362 


30 


340 


346 


352 


358 


364 


370 


376 


35 


358 


363 


369 


374 


380 


385 


391 


40 


377 


382 


386 


392 


397 


402 


407 


45 




400 


406 


410 


414 


419 


424 


50 


415 


419 


423 


428 


432 


436 


441 


55 


434 


437 


441 


446 


449 


453 


467 


60 


461 


455 


458 


462 


465 


469 


472 


65 


467 


470 


473 


476 


480 


483 


486 


70 


4S1 


484 


486 


489 


492 


496 


498 


76 


492 


494 


497 


500 


602 


606 


608 


80 


600 


602 


506 


507 


510 


512 


515 


85 


505 


507 


510 


512 


514 


517 


619 


90 


507 


509 


511 


614 


616 


518 


621 
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TABLE XI (Co».).~ TABLE OF LOGARITHMS OF RADII OP 
CURVATURE OF THE EARTH'S SURFACE IN METERS FOR 
VARIOUS LATITUDES AND AZIMUTHS 

iBased upon Clarke's Ellipgoid of RoUtion (1866).] 



A.™uth. 


»8-l»t. 


ST'kt. 


»-t.t. 


39* Jat. 


40-Iat. 


4.-Iat. 


^•^. 


Meridian. 


6.80327 


6;80335 


6.80342 


6.80350 


6.80357 


6.80365 


6.80373 


6 


329 


336 


344 


351 


359 




374 


:o 


333 


340 


348 


3S5 


363 


370 


378 


IS 


340 


348 


356 


362 


369 


379 


384 


20 


360 


357 


364 


371 


378 


385 


392 


25 


362 


368 


375 


382 


388 


395 


402 


30 


376 




388 


394 


401 


407 


413 


36 


391 


397 


402 


403 


414 


420 


426 


40 


407 


412 


418 


423 


429 


434 


440 


46 


424 


429 


434 


439 


444 


449 


464 


50 


441 


445 


450 


464 


469 


464 


468 


56 


457 


461 


465 


469 


474 


47s 


482 


60 


472 


476 


480 


484 


487 


m 


495 


65 


486 


489 


493 


496 


500 


503 


607 


70 


498 


601 


504 


607 


510 


514 


617 


75 


608 


610 


513 


516 


519 


522 


525 


80 


515 


517 


520 




525 


528 


531 


86 


619 




524 


527 


629 


532 


534 


90 


621 


523 


626 


528 


531 


533 


636 


Aiimuth. 


42"lflt. 


iS-Ut. 


44°lat, 


«■ lat. 


tB'Ut, 


tT tsl. 


48* lat. 


Meridian. 


B. 80373 


6.80380 


6 80388 


6.80396 


6.80404 


6.80411 


6.80419 


. 5 


374 


382 


389 


397 


404 


412 


420 


10 


378 




393 


400 


408 


416 


423 


15 


384 


391 


398 


406 


413 


420 


428 


20 


3ffi 


399 


406 


413 


420 


m 


434 


25 


402 


408 


415 


422 


429 


436 


442 


30 


413 


420 


426 


433 


439 


446 


452 


35 


428 


432 


438 


444 


450 


466 


462 


40 


440 


446 


461 


457 


462 


468 


474 


45 


454 


469 


464 


470 


475 


430 


485 


60 


468 


473 


478 


482 


487 


492 


496 


65 


482 


486 


490 


495 




503 


60S 


60 


495 


499 


502 


506 


510 


514 


518 


66 


607 


610 


514 


517 


520 


624 


528 


70 


617 


620 


623 


526 


529 


532 


536 


76 


626 


628 


631 


534 


536 


539 


542 


80 


631 


534 


539 




542 


544 


547 


86 


534 


537 


540 


542 


545 


548 


650 


90 


536 


538 


641 


544 


546 


549 


551 
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TABLE XI (.Con.). — TABLE OP LOGARITHMS OF RADII OP 
CURVATURE OF THE EARTH'S SURFACE IN METERS FOR 
VARIOUS LATITUDES AND AZIMUTHS 

IBsKd upon ClorkE'B EUipaoid of Rotation (1S66).] 



Anmutb. 


48-lBl. 


4e-iat. 


BO-lal. 


SI'lat. 


M-lat. 


ss-i«t. 


54-lflt. 


Meridian. 


6.80419 


9.80426 


6.80434 


6.80442 


6.80449 


6.80457 


6.80464 


5 


420 


428 


435 


443 


450 


458 


466 


10 


423 


430 


438 


445 


453 


460 


467 


15 


428 


435 


442 


450 


. 467 


464 


471 


20 


434 


441 


448 


455 


462 


469 


476 


25 


442 


449 


466 


463 


468 


476 


482 


30 


452 


458 


465 


471 


477 


484 


490 


36 


462 


468 


474 


480 


486 


492 


498 


40 


474 


479 


485 


490 


498 


. 501 


506 


45 


485 


&0 


495 


500 


505 


510 


515 


50 


496 


501 


506 


610 


515 


520 


524 


66 


sm 


512 


516 


620 


624 


528 


533 


60 


518 


522 


526 


530 


533 


537 


541 


65 


528 


531 


534 


538 


541 


545 


648 


70 


536 


539 


542 


545 


548 


551 


664 


75 


542 


545 


548 


551 


554 


557 


659 


80 


547 


550 


553 


555 


558 


561 


563 


85 


550 


553 


555 


668 


560 


663 


666 


90 


551 


554 


556 


569 


561 


564 


666 


Arimuth. 


H-lat. 


56' Ut, 


Wist. 


S7'l8t. 


6S']»t. 


i»- lat. 


M-lU. 




6.80464 


6-80471 


6.80479 


6. 80486 


8.80493 


6.80500 


6.80506 


6 


465 


472 


470 


486 


493 


500 


07 


10 


467 


474 


481 


488 


495 


502 


OS 


15 


471 


478 


485 


492 


498 


505 


11 


20 


476 


483 


489 


496 


502 


509 


15 


26 


482 


489 


4»5 


501 


508 


514 


20 


30 


490 


496 


502 


508 


514 


519 


25 


35 


498 


503 


609 


515 


520 


526 


31 


, 40 


506 


512 


517 


522 


527 


632 


37 


45 


515 


520 


525 


530 


534 


539 


43 


50 


524 


528 


533 


537 


542 


546 


50 


55 


533 


537 


541 


546 


548 


552 


66 


60 


541 


544 


548 


552 


555 


558 




65 


548 


551 


565 


568 


561 


664 


67 


70 


554 


557 


560 


563 


566 


669 


72 


75 


569 


562 


565 


568 


570 


573 


75 


80 


563 


566 


568 


571 


573 


576 


78 


85 


566 


568 


570 


573 


575 


578 


80 


90 


566 


569 


571 


574 


576 


578 


80 



.;, Google 



TABLE XI (Om.). — TABLE OP LOGARITHMS OP RADII OP I 

CURVATURE OP THE EARTH'S SURFACE IN METERS POR 
VARIOUS LATITUDES AND AZIMUTHS 





[Bued upcm Clulce'i EUipBoid at Rotation (iSM).] 




Aiimoth. 


Wtt. 


Bl'lst. 


WUl. 


U'Ut. 


WUt. 


M-W. 


Wtat. 


Meridian. 


6.80506 


6.80613 


6.80520 


6,80526 


6.80^ 


8.80538 


6.S0544 


5 


07 


14 


20 


26 


38 


44 


10 


09 


15 


22 


28 


34 


40 


46 


16 


11 


18 


24 


30 


36 


42 


47 


20 


15 


21 


27 


33 


39 


44 


60 


25 


20 


28 


31 


37 


42 


48 


63 


30 


26 


30 


36 


41 


46 


61 


66 


35 


31 


36 


41 


46 


51 


66 


60 


40 


■37 


42 


46 


61 


66 


60 


64 


45 


43 


48 


62 


66 


60 


64 


68 


» 


60 


64 


68 


62 


66 


60 


73 


66 


66 


60 


63 


67 


70 


74 


77 


60 


62 


66 


68 


72 


76 


78 


81 


66 


67 


70 


73 


76 


79 


82 


84 


70 


72 


74 


77 


80 


82 


86 


87 


75 


75 


78 


80 


83 


85 


87 


90 


80 


78 


80 


83 


85 


87 


89 


91 


86 


SO 


82 


84 


86 


88 


90 


02 


90 


SO 


83 


86 


87 


89 


91 


93 




Wl>t. 


WlM. 


(B'tit. 


«*i>t. 


™-ut. 


71' tat 


n-tat. 


Meridian. 


6,80644 


6,80550 


6.80656 


6.80660 


6.80566 


6.80670 


6.80676 


5 


44 


60 


55 


61 


66 


70 


76 


10 


46 


51 


56 


62 


66 


71 


76 


16 


47 


63 




63 


68 


72 


77 


20 


50 


56 


60 


65 


70 


74 


78 


25 


63 


68 


62 


67 


72 


76 


SO 


30 


56 


61 


65 


70 


74 


■ 78 


82 


35 


60 


64 


60 


73 


77 


81 


84 


40 


64 


68 


72 


76 


80 


83 


87 


45 


68 


72 


76 


79 


S3 


86 


89 


60 


73 


76 


79 


S3 


86 


89 


92 


66 


77 


80 


83 


86 


89 


01 


04 


60 


81 


84 


86 


88 


91 


04 


96 


66 


84 


87 


80 


92 


94 


96 


98 


70 


87 


90 


92 


94 


96 


98 


6.80600 


76 


90 


92 


94 


96 


98 


B.80600 


01 


80 


91 


93 


95 


97 


99 


01 


02 


85 


92 


94 


96 


98 


B.80600 


01 


03 


go 


93 


95 


97 


98 


00 


02 


03 
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TABLE XII.— VALUES OF LOO m FOR COMPUTING SPHERI- 
CAL EXCESS. (Mnuc Ststem.) 



Latitude 


Loc. 




Ixtgo 




Loe. 


5—; 

18 00 


1.40639-10 


___ 

33 00 


1.403*0-10 


S— 7 — 

4800 


1.40369-10 


1830 


636 


33 30 


516 


4830 


364 


1900 


63» 


3400 


5" 


49 00 


359 


19 30 


699 


3430 


506 


4930 


354 


90 00 


6a6 


35 00 


501 


5000 


349 


9030 


6*3 


35 3» 


496 


SO 30 


344 


ai 00 


i'l 


3600 


1^ 


SI 00 


339 


91 30 


616 


3630 


S' 30 


334 


91 00 


6l9 


3700 


489 


59 00 


3*9 


99 30 


608 


37 30 


477 


5' 30 


3*4 


9300 


605 


3800 


479 


53 00 


319 


'3 30 


601 


38 30 


^^' 


S3 30 


314 


34 00 


S97 


3900 


469, 


S4 00 


309 


3430 


S94 


39 30 


457 


54 30 


3<»» 


as 00 


590 


40 00 


45* 


55 00 


*99 


as 30 


S86 


40 30 


446 


55 30 


*95 


9600 


58* 


41 00 


441 


5600 


990 


9630 


S78 


41 30 


436 


56 30 


985 : 


97 00 


573 




43' 


57 00 


980 


37 30 


569 


49 30 


4*6 


57 30 


976 


9800 


S6S 


43 00 


491 


SSoo 


971 


9830 


560 


43 30 


416 


5830 


966 


99 00 


5S6 


44 00 


4tr 


59"' 


969 


9930 


SS" 


44 3* 


406 


59 30 


357 


30 00 


548 


45 «> 


400 


6a 00 


'53 


3030 


S44 


45 30 


395 


60 30 


949 


31 00 


539 


4600 


390 


61 00 


944 


3' 30 


534 


46 30 


385 


6130 


940 


3a 00 


530 


47 00 


380 


69 00 


335 


33 30 


1 .40395 


47 30 


» 40375 


6a 30 


1.4093' 



(Tlw above table ii computed for the Ou-ke ipbnoid of 1066.) 
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TABLE XIII.— CORRECTION TO LONGITUDE FOR DIFFER- 
ENCE BETWEEN ARC AND SINE 



lo<»(-). 


lacdlSerence. 


lc«<iX(+) 


tosj C-). 


kx difference. 


l0«lft(+). 


3-87<5 


0.000 0001 


»-38s 


4.871 


o.ooo 0098 


3-380 


4-oi6 




a 535 


4-883 


;a 


3-39' 


4. 114 


03 


1.633 


4.893 


3.401 


4.177 


04 


1.686 


4.903 


It4 


3 413 


4-"S 


05 


».734 


4 913 


119 


3.433 


4-»liS 


06 


9.774 


4.93a 


124 


3-43' 


4.398 


3 


3.807 


493' 


130 


3 4ii 


4.3^7 


».836 


4.941 


136 


3-450 


4.353 


09 


3.863 


4.950 




3 459 


4-376 




3.885 


4959 


147 


3468 


4.396 


,1 


3.905 


4.968 


153 


3-477 


4-4tS 




3.924 


Its 


160 


3485 


4-433 


'3 


3.943 


166 


3-494 


4-449 




3.958 


4-993 


172 


3.50a 


4-464 


15 


3.973 


5.00a 


179 


3-5" 


4-478 


16 


».987 


5. 010 


t86 


3-5'9 


4.491 


t7 


3.000 


5 017 


193 


3-5*6 


4.503 


t8 


3.013 


So»S 


199 


3-S34 


4-S^S 




3.03s 


5033 


306 


3 ■54a 


4.548 


=3 


3-057 


5-040 


313 


3. 549 


4-57° 


'S 


3.079 


S-047 


321 


3.556 


4.591 


37 


3.10a 


5.054 


328 




4-6" 


30 


3.iai 


5. 063 


336 


3 57' 


4.631 


33 


3-140 


5.068 


343 


3-577 


4.4 


36 


3.158 


S-07S 


a5' 


3584 


4.667 


39 


3-176 


5,083 


359 


3. 591 


4-684 




3 -'93 


5.088 


367 


3 597 


4.701 
4-716 


i 


3.3IO 

3-335 


5 -095 
5.102 


lU 


3.604 
3. 611 


4-73" 


s» 


3 -MI 


5.108 


393 


3.617 


4-746 


S6 


3 -'55 


5 ."4 


300 


3.633 


4.76r 


S9 


3.370 


5.130 


309 


3639 


::g 


63 


3.^83 


S.ia6 


318 


3 63s 


67 


3.397 


S 13a 


sn 


3 ■641 




71 


3-310 


5 .'38 


336 


3-647 


4.813 


il 


3-33' 


5.144 


345 


3-653 


4 835 


3-334 


5.150 


354 


3.659 


4.834 


84 


im 


5. '56 


364 


3-665 


4-849 


89 


S.161 


'M 


3.670 


4.86a 


94 


3 369 


5-167 


3-676 
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TABLE XIV. — LOGARITHMS OF FACTORS FOR COMPUTING 
GEODETIC POSITIONS 



L«t. 


U^A 


LogB 


LogC 


LoeD 


Logs 














iSoo 


8.509 5863 


8.Si»a5So 


O.91816 


2.1606 


5 .7317 




5836 


3474 


.92343 


2.1641 


5 -7337 


ao 


S8ii 


a397 


.93667 


3.1675 


S -7358 


3° 


578s 


3320 


0.9308S 


3.1709 


5-7379 


40 


5759 


3343 


.93505 


3.1743 


5-7400 


50 


S733 


3165 


.93919 


a -1775 


5 -74^3 


19 00 


5707 


3086 


0.94330 


3.1808 


5 -7443 


10 


5681 


3006 


0.94737 


3-1840 


5-7464 


30 


5654 


1927 


0.95143 


3.1873 


5-7486 


30 


5^ 


1847 


-95544 


3.1903 


5-7508 


4» 




1766 


O.W943 


a -1934 


5 -7530 


50 


S573 


1684 


0.96339 


3 .1965 


5 ■7S5» 


30 00 


5546 


1602 


0-96733 


3.1996 


5 -7574 




SS18 


IS'9 


0.97123 




5 -7597 


30 


5490 


1435 




. IT£, 


5 -7619 


30 


5461 


1351 




5-76*1 


40 


5434 


1267 




3.3113 


5-7664 


50 


54c6 


118a 


0.98659 


3.2143 


5.7688 


ai 00 


5377 


1096 


0.99037 


3.3170 


5-77" 




5348 




0.9941a 


3.2198 


5 -7734 


30 


53^ 


0924 


0.99785 






30 


5390 


0836 


..oo,s6 


lf£ 




40 


5361 


0748 


1 .00524 




50 


5^3' 


0660 


1.00890 


3.3307 


5 .7838 


aa 00 


5201 


0571 


1 .01153 


3 .3333 


5-7851 




5"7» 


0481 


1.0,6,5 


r:31 


5 -7875 




S'4» 


0391 


1 .01974 


5-7899 


30 


5111 


0301 


1 .01331 


8.3411 


5 -79M 


40 


SoSa 




1.03686 


2.2436 


5 -7948 


50 


S°5' 


0118 


1 .03039 


3 .2461 


S 797> 


23 00 


5oao 


8.5130036 


I -03390 


3.348s 


IE 




4990 


8.51 1 9934 


I -03739 


2 .2510 


30 


49S9 


9840 


r. 04086 


3 .3534 


5 -8046 


30 


49^7 


9747 


1.04431 


l:llil 


5.807, 


40 


4896 


9653 
9558 


I -0477S 


5.8C96 


50 


4865 


1.05116 


2.3604 


5.S131 


3400 


4833 


9463 


1 .05456 


2.3637 


5 -8146 




480. 


9367 


1 .05794 


3.3650 


5.8173 




4769 


9371 


1 .06130 


2 .3673 


5 -8J97 


30 


4737 


9174 


1.06464 


2.3694 


5 -8333 


40 


4704 




1 .06797 


3 ,3716 


5-8349 


g 


4672 




1 .07118 


3.2738 


5 -8374 


8.5094639 


8.S11 8S81 


• -07457 


3 .3759 


S.8300 
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TABLES 
TABLE XIV IContinitei) 



Lat. 


IJVA 


LocB 


LotC 


LogD 


Ugfi 


3500 


8.5094639 


S.511S8S1 


I -07457 


l:^& 


S.8300 


10 


4606 


8783 


S.83a6 




4S73 


8684 




s .835* 


30 


454° ■ 


8584 


iiS 


a.3&M 


5. 8379 


SO 


4507 
4473 


ffi 


\'X 


|:iS 


3600 


4439 


8a83 


J. 09400 


9.3882 


1:S 




4406 


8181 


1 .09718 


3 .390a 


30 


437* 


8079 


..10036 


a.39a» 


5.85'a 


30 


4337 


7977 


1 .10351 


3.3941 


S.8539 


40 


4303 


7874 


1. 10666 


3,3960 


58566 


50 


4*69 


7771 


1.10979 


3.1978 


5-8593 


3700 


4*34 


7667 


1. 11190 


a. 3997 


5.86ao 


10 


4100 


7563 
7458 


1.11600 


a .3015 


S 8647 


30 


4165 


t.11909 


a. 3033 


5-8675 


30 


4130 


7353 


1.W117 


* .SOS' 


5-870* 


40 


4094 


7*48 


;:;33 


a. 3069 


5 8730 


50 


4039 


7143 


3.3086 


s -8757 


3800 


4034 


7036 


1 .1313* 


3.3104 


\^A 


10 


3988 


69*9 


" -'3435 


* .3"! 




395= 


68a» 


" ."3737 


* -3137 


sSS" 


30 


3917 


6714 


I -14037 


* .3154 


s?"" 


40 


38a. 


6607 


1 .14337 


::];? 


S.8S98 


50 


384s 


6498 


I -14635 


S.89.6 


ag 00 


3808 


6389 


1 .1493a 


11^1 


S89SS 




377> 


6380 


1 .15338 


!S9«3 


30 


373S 


617. 


;:;is 


a .3334 


SV"' 


30 


3699 


6061 


* .3*49 


S904. 


40 


366i 


5950 


1 .16109 


3.3364 


S<l^ 


50 


3^5 


S840 


1 .16401 


a.3a79 


S-9<^ 


30 00 


3588 


57*9 


1.16693 


a -3*94 


5 ^.a? 




3SSI 


5617 


..16981 


a-33'>9 


r» 


30 


3SI4 


5505 


1 .17270 


* ■33^3 


30 


3476 


5393 


..18.31 


* 3337 


5 9*'5 


40 


3439 


5'!; 


* -3331 


5 9*45 


50 


3401 


St68 


*.336S 


5 9*74 


31 00 


3363 


SOS4 


. ..84.6 


a. 3379 


5 9304 


10 


3325 


494' 


...S700 


3 .339* 


5 -9334 




3*87 


4837 


...«983 


VSi 


5 9363 


30 


3*49 


4713 


...9166 


5. 9393 


40 


3211 


4598 


i.ioioS 


a -343' 


5-94*3 


£ 


„ 3<73 
8.5093134 


^.s.,T» 


a. 3444 
*-34S6 


39453 
S.9484 
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TABLE XIV (Cantiniie^ 



L»t. 


Lo«A 


Logs 


LagC 


LocD 


Lc«fi 


3a 00 


8-5093134 


S.s»r43« 


1 .aoioS 


1-345* 


S.MS4 




3096 


4asa 


1 .S0387 


1.3469 


S M'^ 


ao 


3057 
3018 


4136 


1.20666 


3.3481 


S-9544 


30 


40BO 


1.30944 


a -3493 


S-9S75 


40 


a98o 


3903 


I.3I3M 


a-35<H 


s-afcs 


50 


3940 


3786 


I .31496 


1 -3510 


5.»63« 


3300 


3901 


3«9 


1 .11772 


1 ■35*7 


1:S 




a86a 


355' 


I .33047 


a -3539 


ao 


3823 


3433 


I .3232 1 


1 .3550 


5 -9719 


30 


"784 


33"S 


\il^ 


1-3561 


5 9760 


40 


a744 


11% 


1 ■3571 


5-9791 


50 


a7<H 


I .33138 


1 .3S8a 


5.981a 


34 00 


=665 


»9S9 


» 33409 


a -359* 


l^'s 


10 


aftaS 


.840 


1.33680 


1.3602 


ao 


aS8s 


a7» 


I .33950 


1.361a 


• 5-9916 


30 


1545 


»6oo 


I .34319 


a .36" 


s-9948 


M> 


3505 


3480 


I.344S8 


1 -363' 


5-9980 


50 


46S 


3360 


1.^4756 


1.364a 


6.001 1 


3S00 


«4»S 


:;3 


1 .35oa4 


'■3& 


6.0043 




»384 


1.25*91 


"3660 


6.0075 


30 


8344 


I7S4 






6.0107 


30 

40 




1% 


6:017a 


50 




163a 


1 .36353 


a. 3695 


6.oao4 


3«00 


aiSa 


1510 


T .36617 


a. 3704 


6.0269 


10 


fli4i 


1387 


1.36S81 


a .3713 


ao 




126s 


1 .17145 


1 .37»o 


6.0303 


30 


3 


1143 


1 .17407 


2.37a8 


6.0334 


40 


1019 


1,37670 


I -3735 


6,0367 


50 


1977 


089s 


1 .2793a 


a .3743 


6.0400 


37 00 


X 


0773 


1 .38193 


a .3750 


6.0433 


10 


oeis 


1 .18454 


1 .3758 


6.0466 


ao 


i8S3 


0534 


..3871S 


a. 3765 


6.0499 


30 


iSii 


0400 


I .a897S 


a .377a 




40 


1771 


0376 


1 .19*34 


1-3779 




50 


1719 


0151 


1.19494 


1.3785 


6-0600 


3800 


1687 


8.5110037 


I -a97S3 


a -379a 


6.c«33 
6.06S7 




1646 


8,5109902 


1 .30011 


IX 




1604 


9777 


1 .30309 


6.0701 


30 


156* 


9653 


1 ,30517 


..38,0 


6.0734 


40 


iS»i 


9526 


1 .30785 


..38,6 


ir 


£ 


M79 


9401 


1 .31041 


1.38" 


8.509 1437 


8.5109375 


1 .31199 


..38.7 


6,0836 
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TABLE XIV (ConUtutei) 



Lat. 


LogA 


LogB 


togC 


LogD 


LogE 


3900 


8.509 '437 


8.5109175 


i-3"99 


3.3817 


^^'' 


10 


•395 


9149 


I -31555 
1.31811 


'■'I'i 


6.0871 


30 


1353 


9023 


2.3838 


6.0905 


30 


1311 


8897 


1 .3*067 


■ .3843 

!.3«48 


6. =939 


40 


1^69 


8771 


I -3=578 


6.0974 


50 


M37 


8644 


>.385> 


6.1008 


40 00 


1 184 

ri4a 


8517 
839' 


V-SM 


3.3837 
3.3861 


l:\^ 


30 




8364 


1 .33343 


3.3866 


tws 


30 


1057 


8137 


1 .33596 
i -33850 


3.38,0 


40 


lOiS 


Soio 


1.3874 




50 


0973 


7883 


1 .34104 


3.3878 


6.I3I8 


41 00 


093<> 


77SS 


' .34358 


3.3883 


611389 


10 


08SS 


7638 


1 .34611 


3.388s 


30 


• 084s 


7500 


1.34864 


3.38!^ 


6.i3;4 


30 


0803 


■ 7373 


i.3S"7 


3.389. 


6.1360 


40 


0760 


7^45 


' -35370 


l:& 


6.1395 


50 


07.8 


7117 


I ■35633 


6.143' 


43 00 


0675 


6989 


1 .35875 


3.3901 


6.1467 




0637 


6861 


. .36.37 


a -3903 


6.1503 


20 


0590 


6733 


I -36379 


3.3906 


6 -1539 


JO 


0547 


660s 


::S 


3.3908 


6. .575 


40 


0504 


6477 


3 .3910 


6.i6i3 


50 




6348 


' ■37'35 


3 .3913 


6.1648 


43 00 


0419 


6330 


I JI3»' 


' .3914 


6.16S4 


10 


0376 




1 .37638 


3.39-6 


6.1731 




0333 




.J7«»9 


3.3918 


6.1758 


30 


oago 


5835 


. .38«- 


3 .3919 




40 


0247 


5706 


1 .3839" 


3 .39" 




SO 


0304 


SS78 


..386.3 


3 ,39" 


6.1868 


44 00 


0163 


5449 


1.38894 


3.39»3 


6. 1905 




0119 


S3^o 


1 .39'4S 


3.3934 


6.1943 




0076 


5'9» 


1 .39396 


3 .39»S 


6.1980 


30 


S.S090033 


5063 


..39648 


3 .39^5 


6 .2017 


40 


8.5089990 


4935 


..39898 


3.3936 


6.30SS 


50 


9947 


4806 


I .40149 


3.3926 


6.2093 


4500 


9904 


£2 


..40400 


3 .3926 


6.2130 


10 


986. 


. .406s. 


3.3936 


6.3168 


ao 


9818 


,4420 


I.4«J02 


3.39S6 


6.3306 


30 


9776 


4391 


1 .4r.S3 


» .3936 


6.3244 


40 


9733 


4162 


. .41404 


« ■39»S 


6.3283 


S 


9689 


4034 


. .4.6SS 


3.3935 


6.3321 


8.508 9647 


8.510 3905 


. .4.906 


» .39=4 


6.'3» 
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TABLE XIV iConUtiMd) 



Lat. 


UvA 


LogB L 


ogC t 


ogD 


LobE 


46 » 


8.5089647 


8.51*3905 I 


41906 9 


39n 


6.3359 


10 


9604 


3770 I 


43157 ' 


3933 


6.3398 




9S6i 


3648 


43409 3 


3923 


6.3436 


30 


9518 


35 '9 I 


43660 3 


3931 


6.3475 


40 


947S 


3391 1 


43911 3 


3930 


6,3514 


50 


9433 


3762 


43103 * 


3918 


6 "'553 


47 tK> 


939° 


3134 1 


43414 3 


3917 


6.3393 




9347 


3005 > 


43666 3 


3915 


6.3633 


30 


9304 


»877 I 


43917 3 


39'3 


6.3671 


30 


9»6i 


1749 1 


44169 3 


39" 


6.37,0 


40 


9119 


3631 I 


44431 3 


3909 


6.3750 


50 


9176 


1493 I 


44673 3 


3906 


6.2790 


4800 


9133 


3364 I 


449^6 


3904 


6.2830 




9091 


3336 , 


45178 3 


3901 


6.3870 




W8 


3:oS I 


a I 


389a 


6.3910 


30 


9005 


1981 I 


3895 


6.3950 


40 


8963 


1853 


45937 » 


3893 


6.3990 


50 


89.0 


1735 I 


46190 3 


3889 


6.3031 


49 00 


8878 


1598 


46443 2 


3886 


6.3071 




883s 


1470 I 


46696 


3883 


6.3113 


30 


S793 


1343 ' 


46950 3 


3878 


6.3153 


30 


875° 


I3i6 r 


47304 a 


3875 


6.3194 


40 


87S8 


loSS t 


474S9 ' 


387. 


6 3335 


50 


8666 


09&> I 


47713 a 


3866 


6.3376 


SO 00 


8633 


f/d \ 


47968 3 


3863 


6.3318 




8s8i 


48333 
48478 


3858 


6.3359 




8i39 


0581 


s 


6.3401 


30 


8497 


0455 ' 


48734 3 


6.3443 


40 


84SS 




48989 ' 


s 


6.3485 


SO 


8413 


«03 J 


49346 3 


6.3S»7 


51 00 


837' 


8,3.00076 


49503 3 


3?^^ 


6.3569 


10 


83^9 


8-SO99950 I 


49759 ' 


3838 


6.36.3 




8,87 


9815 I 




3823 


6.3654 


30 


8a4S 


9699 I 


50*73 " 


38.7 


6.3697 


40 


8»o3 


9574 I 


50531 * 


3811 


6.3740 


SO 


8161 


9448 I 


50789 » 


3805 


6.3783 


S2 00 


81 30 


■ 9333 • 


51048 3 


3799 


6.3826 




8078 


9198 I 


51307 


3793 


6.3869 




8036 


9074 ' 


SI5W > 

Si§36 


3786 


6.3913 


30 


7995 


8949 


3779 


6-3956 


40 


7953 


8835 I 


53086 3 


3773 


6.4000 


50 


79" 


870. I 


52347 3 


3766 


6.4043 


5300 


7871 


8577 


53608 


3759 


6.4088 




■ 7829 


84S3 


53869 3 


3751 


6.413; 


30 


7788 


8339 I 


53131 a 


3744 


6.4176 


30 


7747 


8306 I 


53393 « 


3736 


6 .4331 


40 


7706 


80S3 


53656 


3739 


6.4365 


SO 


7665 


7960 I 


53919 3 


3731 


6.4310 


60 


8.5087624 


8.509 7838 I 


5418? 3 


3713 


6.4355 . 



1.;. Google 



36o 





1 

1 
.1 


ll 


IIISI 


Mil 


mil 


SIS'SSS 


imn 


J 


1 


q 


"it 


mil 












illlt 


ims 


Hill 


11.^1 




1 


1 


a> 








ifl r.»0 


« «».W- f 


«iisi 




mil 


Illll 




a 


1 


? 


V- 












s 


illll 


Illll 


mil 


illll 


llllll 


e- 


"1 


g 5 


4. 








,^„„„ 


«« M »-0 


P * 


till! 


Illll 


ifiii 


ys^s-s-s 


Sh I?2"5 n 


Bi 






-„ 




VCWMC m 






0« moiuin 


5 




Hill 


Hill 


5,R|>Kf: 


liilll 




V 








««a) «• 


W - Vt-O ^ 


1 


ism 


lllis 


iSlil 


mil 


Hills 


-« 


■*« ooo-o 








«0 «ui«.. 


i 


ISIII 


mil 


lissSs 




Hill 


* 


« 




o i^M r-wj 






*q T-rx? t^ 


s 


Mils 


Illll 


Itlll 


mil 


IIIMI 


3 


-M 


- *r-0.« 








« uvio « inu 




1I3S5 


SSHi 


siiSSf 


I'I'I'I'S 


MIfll 




1 






s 


!«»«» 


aaass 


RSSffliS 


»»»«« 


»*!»«a 



,t,.,.d.i. Google 



36i 



TABLE XVI. — COORDINATES OF CURVATtJRB (Mfurs) 

















L-Htud-. 
















Lone 


36° 


37° 


28'' 


39" 


I' 

3 

4 

i 
1 

9 


X 

i668 
3337 

f 

83« 
116B0 
13349 


7 
3 

6 
3 
9 
6 

i 


Y 

3 
8 


4 

7 

5 

8 
6 
6 


8.7. 

99»S 

"579 

1 654" 


3 

i 

4 

7 
9 

i 


y 

i 


9 


Si 
f 

8197 
9836 
"475 
13115 
'4754 
16393 


I 

6 

4 

7 

5 

9 


y 
9 


4 

S 
8 

5 


3 

8l30 

9744 
..368 
11998 
14616 


» 


Y 


S 

9 
6 
3 
3 
5 


Long. 


30" 


31" 


sa" 


33" 


a 
3 

4 

1 
S 

9 


1608 

5648 
:3s' 


3 
4 

6 

I 

4 


4 

5 
7 
9 


5 

9 
9 

7 
5 
5 

7 


IS9I .8 
3183 -S 

SS:f 

79S»-9 
9550-6 
It 141 -4 

13734 ■* 

i43«5 -9 
15917 -7 


3 

5 

7 
9 


5 
9 

i 

6 

7 
9 


1574 
3149 
47*4 
6899 

7874 
9449 
11034 
"599 
14174 
15749 


i 

8 
5 

4 
4 
3 


I 


5 
9 

4 

8 
8 


'557 
311s 

4673 

?^, 

9345 
J^ 
14018 
15575 


6 

8 
3 
9 
5 

7 
3 
9 


3 

J 

7 


5 

4 
9 

3 


Long. 


34° 


35» 


36» 


37* 


1 
3 

4 

i 

I 

9 


IS39 

S 

:iist 

IS397 


8 
6 
3 

9 

7 
S 
3 


3 

, 4 
6 
8 


5 
S 


iS'i 

7607 
91*9 
10650 

i»i7a 
13693 

15215 


s 
s 

5 
5 

5 


3 

6 
8 


S 
6 

3 
7 


iS<» 

Li 

7SJ3 
10519 

13534 

150*7 


8 
5 
3 

8 
6 
3 

8 
6 


3 

i 

8 


S 

6 
3 

4 

8 


1483 
3967 

44SO 

5934 

IS? 
]°& 
•X 


6 

7 
8 
4 
9 
5 

6 


3 

4 
6 
8 

13 


5 
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TABLE XVI (Com.)-— COORDINATES OP CURVATURE (Miters) 

















Uti 


ud«>. 
















LODg. 


38° 




30° 




40° 




41° 






X 


Y 


X 


y 


X 


y 


X 


Y 




1463 -9 




14438 




14^3 3 




1402 3 






a!»37.8 




5 


»887 


6 




5 


3846 


1 




5 


3804 


6 




5 ■ 


3 


Wsli 






433' 


4 






4369 






4206 


9 






4 






S77S 








5093 








5609 








i 


mii 






S 


9 


3 

4 


1 


7.16 
8539 


i 


3 
4 


i 


'ill 


5 
7 




i 


I 


10147 .4 


6 




10106 


7 


6 


5 


9961 


8 


f, 


5 


9816 






6 


"7" -3 


S 




11550 


5 


8 


S 


.i^86 




8 




li2,8 


3 




6 


9 


nm ■' 




6 


12994 


3 




7 


1.809 


3 






12630 


6 




8 


lO 


14639.1 


13. 1 


14438 I 


13-3 


14332 .6 


.3.3 


'*"" .9 


13.4 


Long. 


4a° 




43" 




44° 


45° 


,, 


13809 


I 


1359 ' 


1 


13368 




I3'4 I 


0.1 


3 


3761 


8 




5 


2718 






5 


3673 






5 


3638 


3 






3 


414!' 








4077 








4010 








3943 


S 






4 


5513 








5430 








5347 








5356 


6 






i 


6904 




3 


4 


679s 


3 




4 


6684 




3 




a 


8 


3 




8^85 




4 


8 


8154 


3 




9 


8020 




4 


9 


9 


4 




I 


9666 




6 


6 


,%\ 




6 


6 


9357 




6 


6 


9199 




6 


6 


;;2i 




8 


6 


4 


8 


6 


10694 


5 


8 


6 


10513 




8 


6 


9 






9 


13331 


S 




9 


12031 






9 


.1827 


4 




9 




13808 8 


13-4 


I3S90 -S 


13 S 


13368 -I 


'3-5 


13141 -5 


'3 S 


Lons 


460 


47" 


48- 


49° ■ 


J. 


1291.1 


o.l 


1267.6 


0.1 


1243 -8 


0.1 


1219.6 


0,1 




t\ 






S 


g 


3 




s 


2487.6 




5 


3439 






5 


3 


3 






9 






3731 -4 






3658 


7 






4 


S"'4 


4 








5 






4975 -3 






4878 


3 






1 


■5455 


S 


3 








3 




6219.0 


3 


1 


6097 


9 




1 


7746 


6 


4 


9 




8 


4 


8 


7462.8 




7317 


5 




S 


.S 


6 


6 


6 




5 


6 


6 


8706.6 


6 


6 


8537 






6 


I 


8 


6 






8 


6 


9950.4 


8 


6 


9756 


6 




6 


9 


11619 




9 


11408 


7 




9 


11194.3 




9 


10976 






8 


lO 


IMJIO .9 


13-5 


12676.4 


n$ 


"437-9 


13-4 


.2195.8 


'3-4 
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TABLE XVII.— COORDINATES OF CURVATURE (Metms) 





L«titud«. 




as" 


30= 


35° 




X 


Y 


X 


Y 


X 


Y 


5" 


504 645 


9 y>i 




10 S«3 


456 261 


. II 4ai 


10 


I 008 603 


37 3 IS 

As 


963 658 


4a 074 




45 656 


>5 


I 511 190 


> 443 '93 


94 591 


1 813 f-32 






1 on 722 


I 919 982 


167 977 








n» 038 


: &\ 'i\ 


262 089 


284.02 


30 


3 003 900 


333 718 


376 749 


t 697 7^4 




Loos. 


40= 


45° 


SO" 


S' 


436 7S7 


II 072 

47 8S» 


393 996 


i» 160 


3S8 "4 


II 978 




852 17. 


786493 


48 S94 


714 847 














30 


I 693 628 




I 561 019 


193 635 


I 416 934 


.90581 


as 




297 430 


I 94* 103 


301 690 


I 759 afia 




30 


a St3 790 


427 003 


a 311 802 


432 918 


a 093 73» 


423 619 
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AtMoration, dhirmJ, go, iia 


Bench marits, 943, ^45, 149 


Absolute length of tape, 39 


Bessel's qAeroid, 138, 193 


Abstract of angles, 61 


Bonne's projection, 367 




Borda, 922 


Accuracy, of base lines, 33 


Boss's catalogue, 104 


of horiwntal angles, 60, 65 


Bouguer, 333 


of latitude, 109 


Boundaries, 171 




Bowie, W., 304 


Acetylene light, 23 
Adding ma<iine, 343 
Adjustment, of level, 341 


Box heliotrope, 23 
Bureau of Standards, 40 




of observations, 283 


California, triangulatiim in, 3, 38, 139 


of theodolite, 53 


Catenary, 4r 


of tranvt, 81 


Center, of instrument, 48 


of zenith telescope, 103 


reduction to, 65 


Agar-Baugh, J. H., 32 


Centrifugal force, 308, 335 


Agrte, «i 


Chain of triangles, 6, 190 


ABdade, 46, S3, 70 


Check base, 4 


AUgnment, correction, 38 


term, 304, 313 


curve, 143 


Circui^'^ctrical,8i,ioo 


Alloy. 3»> 63. ''3> "4° 


Altitude, 73 

Anirla tinnmntal ii 


Clairaut's Theorem, 210 
Clarke's ^heroid, 138, 193 


Angle, nuiaaauUj 44 

vertical, 68 


Arcs, on earth's surface, i 


Coefficient, of expansion, 32, 39 


of meridian, 134, 187, r8i 


of refraction, 13 


obUque, 190 

of vibration, 220 


CoUimation error, ^6, 57 


Cdlimator, verUcal, $1 


Average error, 316 




Arimuth, 73, no 




correction, 3g 


geodetic, 30J 


Conditions in a figure, 7, 9, ^96 




Conformal projection, 373 


Back, azimuth, 166 


Conic projection, 373 


reading, 50 


Constant error, 281 


Base apparatus, bar, 31 


Convergence, of meridians, 166 


invar tape, 18, 3s, 34 


of level surfaces, 245, 353 


sted tape, 31 


CorrecUon, azimuth; 89 


BaseHne,4 




broken, 38 


collimation, 89 


irak^,s 


curvature, 113 
level, 87, 113 


Holton, 31 


rate, 90 


Mawai>±usetts, 5 


to observed quantities, 293 
to period of pendulum, 231 
Correlatives, 304 


measurement of, 36 


KS;.i'" 


Cross hairs, 46, 48. 
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CuivatuK, of earth, i, ti 

radius (M, 125, 116, 118 
Curve of error, aS$ 
Curves on qtheroid, 139 
Cut-ofi cylinder, 36 
Cyliitdri<al projection, 374 

Datum, 349 

Davidson quadrilaterals, 3 

Declination, 73, 106 

Density of earth, 198 

Derrick, 16 

Desciiption of station, 61 

DirecUon, instrument, 44, 46 
measurement of, 57 
method of, S7, 113. 309 
probable error of, 6, 63 

Distance, angles, 7 
check, S 

Distortion of map, 365 

Drag on centers, 57 

Dutton, C. £., zoi 

Dynamic number, 355 

Eccentric, an^, 133 

distance, 65 

station, 6$ 
Eccentricity of circle, S9 
Ecliptic, 73 
Elevation, 153 
Ellipse, 123 
Ephemeris, 74, 103 
Eqtmtor, 73 
Equinox, 7^ 

Equipotentinl surface, 185, 353 
Errors, a&t 
Exponential law of error, 289 

Figure, adjustment, 295 

m triangulation, 6 

of earth, 185 

strength of, 6 
Finder drde, 83 
Flash apparatus, 214 
Flexure, of transit, 74 

of pendulum support, 316, 383 

Foot pins, 24 1 
Forward, azimuth, 166 

reading, 50 
Function, predsicxi of, 333 



Geodetic, line, 140 

positions, 158 

surveying, i 
Geoid, 185, 196, 3^7 
Gnomonic projection, 37^ 
Grade correction, 37 
Graduation errors, 57, 58, 59 
Gravitation, 197, 30S 

constant, 199 
Gravity, i, 106 
Great-djrde chart, 373 

Greenwich catalogue, 104 
Guillaume, C. E., 33 

Hassler, F. R., 268 
Hayford, J. F., 303 
Heliotrope, 11, 19 



Hour, angle, 73 

circle, 73 
Hydrographic maps, i, 



Interference bands, 3i3 

Interferometer, 316 

International Geodetic Assodatian,.ro7, 



Key method, 99 

Lambert's projection, 371 
Laplace, equation, loi 

stations, iro, 201 
Latitude, astronomical, 73, lot 

geometric, 133, 135 

geodetic, 123, r6o, 17s 

reduced, 123, 13s 

reduction to sea-level, 107 
Law, of error, 285 

of pendulum, 306 
Least squares, 390 
Legendre's Theorem, 149, 150 
Level, correction, 87 

latitude, loi, ro3 

pendulum, 113 

precise, 340 

rod, 141 
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Lcvd, atride, 53, 113, 116, 118 



Manometer tube, 214 
Marking stations, 61 
Mean square error, 316 
MendenLaU, T. C, iii 
Mercator's projection, o.^» 
Meridian, 73 

arc, 134, 17a 
Meridional parts, 277 
Micrometer, 46, 48, loi 

transit, 76 
MicTometric method, iiS 
Microscope, 46 

adjustment of, 54 
Mirror, 19, jo 

size of, 19 
Missouri River Commisdon, 31 



es, i8i 
IS of das' 



Naval observatory time Hgnals, 220 
New England triangulation, 5 
Normal, 133, i36 

equations, igi, 293 

rMuced normal equations, 3D3 
North American datum, 159 

Observatimis, 279 
Ottitometric, correction, 254 
devation, 254 

Parabola, 41 

Parallai, 240 

Parallel of latitude, 172, 266 

Pendulum, 206, 211 

Period of pendulum, 221 

Personal ejuation, 85 

Phase of aigoal, 67 

Pier, 74, 103, 319 

Pivot inequality, 87 

Plane codrdinates, 174 

curves, 139 
Plane-table survey, 3 
Plumb line, deflection of, 72, 109, \ 

195 
Polar distance, 73 
Pole, 72 

variation, 106 

of quadrilateral, 298 
Polyconic projection, 268 
Potential, 25* 

eoei^, 350 



Potential, function, 250 
Precision measures, 314 
Primary trianguladon, 3 
Prime vertical, 73 

component of deflection. 
Prism, 240 

levd, 240 
Probable error, 317, 325 

of direction, 6, 63 
Probability, 280 

Quadrilaterals, 6, S 
Davidson, 3 
adjustment of, 197 

Ramsden, 44 
Reconnoissance, 11 
for base, i8 

Reduction, to center, 65 



tost 



1. 2S7 



Reel for tape, 32 
Refraction, 12, 68 

coefficient of, 13, 259, 261 

horizontal, jt), r3g 

differential, 106, 245, 247 
Repeating instrument, 44 
Repetirion, of angles, 56, 63 

method, 56, 116 
Residual, 284 
Reticle, 54, 76 
Rhumb Une, 274 
Right ascen^on, 73 
Run of micrometer, 49 

Sag correction, 41 
Scaffold of tower, 26 
Sea-level, determination of, 149 
reduction of, angle to, 149 

azimutli to, 120, 136 

base to, 40 

gravity to, 133 

latitude, 107, 256 
Secondary triangulation, 2 
Side, or sine, equation, 299 
Sidereal time, 73 
Signal lamp, 14 
Snellius, 1 
Spherical, co6rdinates, 178 

excess, 149 
Spheroid, oblate, 121 
Spheroidal triangles, 159 
Spring balance, 34. 43 
Station, adjustment, r47, 29s 
error, 72, log, 186, 195 
marks, 17, 52 
Stations, description of, 16 
Steinheil heliotrope, 23 
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SUmeck, 4ti 
Strength of figure, 4 
Sttide levd, 53, 76, 113, 116, i 
Sub-nirface ourk, 36 
Systematic enoT, 381 



Transit, instiument, 74 



Traverse, 3, 183 
TTianBulation, i, 3 
Tripod, sign&l, iS, 36 



of rod, 344 
of tape, 31 
Tension, apparatus, 34 



Tertiary triaoKulatJon, a 
Texas, triangulation in, 18, 139 
Thermometers, for base apparatus, 34 
, for leveling rod, 241 

for pendulum, 113 
Tide gage, 349 
Topographic, i 



Variation of pole, 106 
Vernal equinoi, 73 
Vertical, 71 

angles, 6r, 6S 

circle, 6g, 73 

curved, 108, 356 
Vibration of towers, s6 

Washington, triaogulation ii 
Weight, 384, 393, 33r 
Woodward, R. S,, 31 

Zenith, 71 
distance, 73, loi, iwt. acts 
telescope, roi 
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